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From: 

Sent 

To: 

Subject: 

Attachments: 


lotto, Adficnnc 

nHHsday. March 29, 2018 10;18 AM 
Brian McCormack. Chief of Staff;WaIkef. Briice 
fW; 202 (c) FirstEnergy Request 
First Ertergy 207 (C) Request pdf 


Brum and Bruce, 


As requested See below ar>d attached. 



Chief of Staff foi Assulaut Secretars- Bruce } Walker 

Office of riecrricity 

1000 hiilepeniieuce Aveune, SW 

Room 8H-033 

Waslmijdati, DC 20585 

Tel: (202) 580-1117 


From; Walker, Bruce 

Sent: Thursday, March 29, 2018 10:16 AM 

To: Lotto, Adnenise cAdrienne.Lotto@hq.doe.gov> 

Subject: FW: 202 (c) FirstEnergy Request 


From: Batra, Rakesh 

Sent: Thursday, March 29, 2018 10:15:17 AM (UTC-05:00) Eastern Time (US & Canada) 

To: Walker, Bruce; Hoffman, F^atrida: Jereza, Catherine; Lotto, Adrienne 

Cc: Rosenbaum, Matthew; Bitmer, Kathy (COffTR); Konieczny, Katherine; Drake, Christopher, Mansueti, Lawrence; 

Meyer, David; Mills, Brian; Minnkk, Debra B. (CONTR); Harbin, Christine 
Subject: 202 (c) FirstEnergy Request 

This is just to inform you that I received a 202 (c) emergency order request from FirstEnergy Solutions. The request was 
hand delivered earlier today. 

The applicant, FirstEnergy Solutions, requests that the Secretary find that an emergency condition exists in the footprint 
of the PJM that requires immediate intervention by the Secretary, in the form of a Section 202(c) emergency order 
directing: 

e) certain existing nuclear and coal'hred generators in PJM, to enter into contracts and all necessary arrangements 
with PJM, on a plant-by-plant basts, to generate, deliver, interchange, and transmit electric energy, capacity, and 
ancillary services as needed to maintain the stability of the electric grid and 
b) PJM to promptly compensate et-risk merchant nuclear and coal-fired power plants for the full benefits they 
provide to energy markets and the public at large, including fuel security and diversity, as detailed in the 
application. 


I 





I will start working on it right away and prepare a timeline for processing the application. 


Thanks, 
Rakesh Batra 
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Kemper, Kyle (CONTR) 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Smith, Christopher <CSmith@gibsondunn.com> 
Thursday, March 29, 2018 3:56 PM 
Walker, Bruce;Hoffman, Patricia 
Scherman, William S.;Jakubiak, Jeffrey M. 
FirstEnergy Solutions - Copy of 202(c) Application 
2018.03.29 - FES 202(c) Application.pdf 


Good afternoon, 

Please find attached an electronic copy of the application for an emergency order pursuant to Federal Power Act Section 
202(c) that FirstEnergy Solutions filed this morning with the Department of Energy. 

Sincerely, 

Christopher Smith 

Christopher Smith 


GIBSON DUNN 


Gibson, Dunn & Crutcher LLP 

1050 Connecticut Avenue, N.W., Washington, DC 20036-5306 
Tel +1 202.887.3764 • Fax +1 202.530.9521 
CSmith@gibsondunn.com vvww.gibsondunn.com 


This message may contain confidential and privileged information. If it has been sent to you in error, please 
reply to advise the sender of the error and then immediately delete this message. 


1 





March 29, 2018 


VIA COURIER 


The Honorable James Richard Perry 
Secretary of Energy 
United States Department of Energy 
1000 Independence Avenue, S.W. 

Washington, DC 20585 

Re: Request for Emergency Order Pursuant to Eederal Power Act Section 202(c) 

Dear Secretary Perry: 

Pursuant to Section 202(c) of the Federal Power Act (“FPA”), ^ Section 301(b) of the 
Department of Energy (“DOE”) Organization Act,^ and certain of the DOE’s Rules of Practice 
and Procedure,^ FirstEnergy Solutions Corp. (“FirstEnergy Solutions”), on behalf of its named 
subsidiaries (“Applicants”),'^ respectfully requests that the Secretary of Energy (“Secretary”) find 
that an emergency condition exists in the footprint of the PJM Interconnection, E.E.C. (“PJM”) 
that requires immediate intervention by the Secretary, in the form of a Section 202(c) emergency 
order direeting: (a) certain existing nuclear and coal-fired generators in PJM,^ as detailed herein, 
to enter into contracts and all necessary arrangements with PJM, on a plant-by-plant basis, to 
generate, deliver, interchange, and transmit electric energy, capacity, and ancillary services as 
needed to maintain the stability of the electric grid and (b) PJM to promptly compensate at-risk 
merchant nuclear and coal-fired power plants for the full benefits they provide to energy markets 
and the publie at large, including fuel security and diversity, as detailed herein. 

PJM has done little to prevent this emergency despite the numerous signs for many years 
that the emergency was coming. Nuclear and coal-fired generators in PJM have been closing at a 
rapid rate^—putting PJM’s system resiliency at risk—and many more closures have been 


' 16 U.S.C. § 824a(c). 

2 42 U.S.C. § 7151(b). 

3 10 C.F.R. §§ 205.370-205.373. 

'' The named subsidiaries are: FirstEnergy Generation, LLC, FirstEnergy Nuclear Generation, EEC, FirstEnergy 
Nuclear Operating Company, and FirstEnergy Generation Mansfield Unit 1 Corp. The foregoing entities are all 
wholly owned subsidiaries of FirstEnergy Solutions Corp. which, in turn, is a wholly owned subsidiary of 
FirstEnergy Corp., a publicly-traded, utility holding company headquartered in Akron, Ohio. 

^ A list of the nuclear and coal-fired generating plants in PJM believed to be currently operating is provided as 
Attachment A hereto. As explained in Section ILF, only a subset of these plants would be subject to the requested 
Order. 

^ In the past four years, over 11,000 MW of coal-fired generation within the PJM footprint has closed, the 
equivalent of a dozen large power plants. MONITORING ANALYTICS, LLC, 2017 STATE OF THE Mkt. Report for 
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announced.’ PJM continues to claim that all is well with its system,^ but at the same time shows 
it does not have a clear view of what resilience is, how to measure it, or how to ensure it.^ PJM 
has demonstrated little urgency to remedy this problem any time soon'®—so immediate action by 
the Secretary is needed to alleviate the present emergency. 

I. BACKGROUND AND SUMMARY 

It is in the national interest to ensure a dependable, affordable, safe, fuel-secure, and clean 
supply of electricity produced by a diverse array of energy resources, including coal, natural gas, 
nuclear material, flowing water, and renewable resources. Such diversity of generation enhances 
dependable and resilient electric supply, reduces electricity price volatility, ensures the Nation’s 
economic and physical security, and promotes economic development. As you stated recently, 
“America’s greatness depends on a reliable, resilient electric grid powered by an ‘all of the above’ 
mix of generation resources” that “must include traditional baseload generation with on-site fuel 
storage that can withstand major fuel supply disruptions caused by natural and man-made 
disasters.”" Indeed, “[o]ur economy, government and national defense all depend on electricity. 
Therefore, ensuring a reliable and resilient electric supply and corresponding supply chain are vital 
to national security.”'’ 


PJM, VOL. 2: Detailed Analysis 544 tbl.12-5 (Mar. 8, 2018), (listing coal unit retirements of 2,239 MW, 
7,064.8 MW, 243 MW, and 2,038 MW in 2014, 2015, 2016, and 2017, respectively) 

http://www.monitoringanalytics.com/reports/PJM_State_of_the_Market/2017.shtml (“2017 PJM Report”). 

^ See Section II.B, infra. 

* See, e.g., Comments and Responses of PJM Interconnection, L.L.C. at 4, Grid Resilience in Regional 
Transmission Organizations and Independent System Operators, FERC Docket No. AD18-7-000 (Mar. 9, 2018) 
(“To be clear, the PJM [Bulk Electric System (“BES”)] is safe and reliable today - it has been designed and is 
operated to meet all applicable reliability standards. However, improvements can and should be made to make 
the BES more resilient against known and potential vulnerabilities and threats. In many cases, resilience actions 
are anchored in, but go beyond what is strictly required for compliance with, the existing reliability standards.”) 
(“PJM Comments”); Initial Comments of PJM Interconnection, L.L.C. on the United States Department of Energy 
Proposed Rule at 25, Grid Reliability and Resilience Pricing, FERC Docket No. RMI8-I (Oct. 23, 2017) (“[T]he 
performance of the PJM system in response to incredibly taxing events like the 2014 Polar Vortex demonstrate 
the reliability and resilience of the system created by effective transmission planning and development and the 
energy and capacity markets.”). 

^ See, e.g., PJM Comments at 3-4. Contrast Response of the New York System Operator, Inc. at 1, Grid Resilience 
in Regional Transmission Organizations and Independent System Operators, FERC Docket No. AD18-7-000 
(Mar. 9, 2018) (referring to “efforts already underway (or being considered) to ensure continued reliable operation 
and bolster resiliency in response to the evolving nature of the bulk power system in New York”). 

PJM indicates that it will follow any FERC mandate to study the resiliency issue and, if changes are needed, 
pursue solutions. PJM Comments at 5-6. But the emergency exists presently, not in the future, and immediate 
action is needed now, not more time to study. 

" Letter from Rick Perry, U.S. Sec’y of Energy, to Chairman & Comm’rs of FERC at 1 (Sept. 28, 2017) (“Secretary 
NOPR Letter”). 
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Id. at 2. 
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The Nation depends heavily on a steady and dependable supply of electricity at all times. 
Electricity both figuratively and literally powers the Nation—its homes, its businesses, its 
industries, government buildings, and defense installations. Electricity is thus vital not only to the 
health, safety, and welfare of the Nation, but also to its economic and physical well-being. Our 
adversaries understand this too. As explained by Dr. Paul Stockton, former Assistant Secretary of 
Defense, the Nation’s adversaries “may seek to disrupt U.S. defense capabilities by attacking the 
critical infrastructure on which our military bases rely. . . . The power grid and fuel supplies for 
power generation are potential targets for these adversaries.”'^ The importance of the electric grid 
and its fuel supply network to our Nation’s well-being cannot be overstated. 

Yet, as DOE is undoubtedly aware, threats to the Nation’s power supply and grid are real 
and can no longer be ignored. The Nation’s security is jeopardized if DOE does not act now to 
preserve fuel-secure generation and the diversity of supply. The very diversity of supply that 
baseload nuclear and coal-fired units provide is being lost more and more each day as more and 
more of these plants retire because their fuel security and resiliency are not properly recognized 
and valued by the current administrative market rules. Rather, we, as a Nation, “need to properly 
recognize the value of each resource, being mindful of its role in our national defense [and] 
economic security” and, in this regard, “account for the value of on-site fuel storage capability” of 
nuclear and coal-fired generating resources. To this effect, immediate action is needed to ensure 
that such traditional baseload generation receives compensation commensurate with the value it 
provides to the Nation and thus remains in service and available to power the Nation in times of 
need. As you have noted, “urgent action must be taken to ensure the resilience and security of the 
electric grid, which is so vitally important to the economic and national security of the United 
States.”"’ 


The recent cold weather in the East has provided a real-time, real-life demonstration as to 
why immediate action is so critical to ensure the health and safety of the Nation. Erom December 
27, 2017, through January 8, 2018, the eastern U.S. saw extremely cold temperatures and spiking 
electric demand, which would likely have been far worse had it occurred only two weeks later 
after the holiday season ended. If not for the over-performing nuclear and coal-fired generating 
plants in PJM,'^ the eastern portion of the country would likely have seen grid reliability impacts. 


Comments of Exelon Corp., Testimony of Paul Stockton at 5-6, Grid Reliability and Resilience Pricing, FERC 
Docket No. RM18-1-000 (Oct. 23, 2017). 

Secretary NOPR Letter at 8 (“If, for example, we lose our educated workforce or no longer have the ability to 
build and operate our baseload plants because of short-sighted policies, it will not only weaken our workforce, 
but will threaten our energy dominance and national security.”). 

'5 Id. 

Letter from Rick Perry, U.S. Sec’y of Energy, to Kevin McIntyre, Chairman, FERC at 2 (Dec. 8, 2017) (“Secretary 
Extension Letter”). 

See, e.g., Tim Loh, Chris Martin & Naureen S. Malik, America’s Deep Freeze is Aiding Coal and Sending Power 
Up, Bloomberg (Dec. 28, 2017), https://www.bloomberg.com/news/articles/2017-12-28/america-s-deep- 
freeze-is-aiding-coal-and-sending-power-surging (“In the PJM market. .. coal has once again surged past natural 
gas to become the biggest fuel for power generation.”); Tiffany Hsu, Deep Freeze in U.S. Creates Heating 
Squeeze for Homeowners and Utilities, N.Y. Times (Jan. 3, 2018), 
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as natural gas plants significantly underperformed in large part due to natural gas price spikes and 
supply interruptions.'^ As a recent DOE study of this cold weather event found (the “NETL 
Report”), nuclear and coal-fired generation provided 70 percent of output during the event and 
“coal units in PJM were uniquely positioned to provide the resilience needed at this critical point 
in time,” providing “74 percent of incremental energy.”'^ The study went on to conclude that: 

In the case of PJM, it can also be shown that the demand could not 
have been met without coal. At peak demand, January 5, 2018, 
natural gas prices exceeded $95/MMBtu in eastern PJM. Had coal 
been removed, a 9-18 GW capacity shortfall would have developed, 
depending on assumed imports and generation outages, leading to 
system collapse.^® 

As the report stated, “[ejxperience with such blackouts indicates the potentially enormous toll in 
both economic losses and human suffering associated with widespread lack of electricity.”^' 


https://www.nytimes.eom/2018/01/03/business/heating-homeowners-winter html (noting that due to high heating 
demand, “[m]any utilities turned to coal and oil to generate electricity as the price of natural gas, their usual fuel 
of choice, surged”); Jeremiah Shelor, Extreme Cold Drives Record-Setting Week in NatGas Cash; Futures See 
Warm-Up Ahead, NATURAL GAS INTELLIGENCE (Jan. 5, 2018), http://www.naturalgasintel.com/articles/112977- 
extrerue-cold-drives-record-setting-week-in-natgas-cash-futures-see-warm-up-ahead (“With blizzard conditions 
arriving late in the week along the East Coast just in time to pile on after recent bitterly cold temperatures, natural 
gas spot price blowouts ran rampant .... The conditions driving the exorbitant cash prices appeared to be a 
perfect storm of widespread weather-driven deruand and pipeline constraints.”); PJM INTERCONNECTION, PJM 
Cold Snap Performance Dec. 28, 2017 to Jan. 7, 2018 13 & fig.lO (Feb. 26, 2018), available at 
http://www.pjm.eom/-/media/library/reports-notices/weather-related/20180226-january-2018-cold-weather- 
event-report.ashx (reporting that nuclear and coal generation combined constituted 63% of the online fuel mix 
during the 2018 cold snap) (“PJM COLD SNAP PERFORMANCE 2018”). 

See, e.g., Naureen S. Malik, Blizzard Triggers 60-Fold Surge in Prices for U.S. Natural Gas, BLOOMBERG (Jan. 
4, 2018), https://www.bloomberg.eom/news/articles/2018-01-04/natural-gas-in-u-s-soars-to-world-s-priciest-as- 
snow-slams-east; Cold Weather, Higher Exports Result in Record Natural Gas Demand, Energy Info. Admin. 
(“EIA”) (Jan. 5, 2018), https://www.eia.gov/todayinenergy/detail.php?id=34412 (noting record natural gas 
deruand due in part to recent cold weather); PJM COLD SNAP PERFORMANCE 2018 at 16 (concluding that “[g]as 
supply issues were the largest” cause of forced outages due to fuel supply issues during the 2018 cold snap, 
“particularly the weekend of Jan. 6 and Jan. 7, as temperatures reached their lowest points,” and that supply issues 
“include transportation restrictions and interruptions as well as spot gas commodity availability”). 

Nat’l Energy Tech. Lab., Reliability, Resilience and the Oncoming Wave of Retiring Baseload Units 
Volume I: The Critical Role of Thermal Units During Extreme Weather Events 12 (Mar. 13, 2018) 
(“NETL Reporf’), available at https://www netl.doe.gov/research/energy-analysis/search- 
publications/vuedetails?id=2594. To the extent necessary. Applicants incorporate the NETL Report by reference 
as if it were fded in full as an attachment to this Application. The findings in the NETL Report fully support the 
Secretary determining that an emergency exists within the meaning of FPA Section 202(c) that warrants 
immediate action. 

Id. at 17 (emphasis added). 

Id. at 3. 
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Overall, DOE estimated that “the value of [coal- and oil-]based power generation resilience” in 
PJM during this cold weather event was $3.5 billion. 

But this is not the first time nuclear and coal-fired generation has saved PJM. In January 
2014, a “Polar Vortex” spiked customer demand, dropping system reserves in PJM to just 500 
MW (on a demand of over 140,000 MW).^^ PJM calculated that 9,300 MW of generation was 
unavailable during this event due to interruptions in the natural gas supply to generators.While 
this loss of generating capacity could have been catastrophic, multiple coal-fired generating units 
slated for retirement were dispatched to meet electric demand^^ and nuclear generators also 
“performed extremely well.”^^ “Sixty-five million people within the PJM footprint could have 
been affected if these traditional baseload units were not available. 

Combined, the Polar Vortex and this past winter’s extreme cold have shown the value that 
nuclear and coal-fired generators bring to the electric grid. Just as temperatures plummeted during 
these periods, the output of nuclear and coal-fired generators spiked. Specifically, during the 
period December 26, 2017, through January 6, 2018, coal-fired and nuclear generation in PJM 
averaged output levels of 46,038 MW and 35,485 MW, respectively.^^ These levels are over 50 
percent greater than the average output of coal-fired generation during the 24 months ending 
September 2017 (of 29,849 MW) and over 10% greater than the average output of nuclear 
generation during those 24 months (of 32,167 MW).^^ Further, the output levels of coal-fired 
generators over this 12-day period are well above historical January levels, which tend to see the 
highest average outputs of such units of any months of the year.^^ By any measure, the output of 
coal-fired and nuclear generating facilities in PJM was exceptional over these recent 12 days. 


Id. at 1, 16. 

PJM Interconnection, Analysis of Operational Events and Market Impacts During the January 
2014 Cold Weather Events 4 (May 8, 2014), available at http://www.pjm.com/~/media/Iibrary/reports- 
notices/weather-related/20I40509-analysis-of-operational-events-and-market-impacts-during-the-jan-20I4- 
cold-weather-events.ashx. 

Id. at 26. 

Secretary NOPR Letter at 3. 

See id. (citing U.S. Dep’t of Energy, Staff Report to the Secretary on Electricity Markets and 
Reliability 95 (Aug. 2017) (“Staff Report”)). 

Secretary NOPR Letter at 3. 

See Generation by Fuel Type, PJM INTERCONNECTION, http://dataminer2.pjm.com/feed/gen_by_fuel. 

See PJM Interconnection, State of the Market Reports for 2012 Through Q3 2017, 
http://www.monitoringanalytics.com/reports/PJM_State_of_the_Market/2018.shtml (as converted from GWh to 
MW). 

Specifically, during the three Januarys from 2015 to 2017, coal-fired generation in PJM averaged output of 37,234 
MW (and nuclear generation averaged 34,845 MW). See id. 
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The chart below illustrates the spike in nuclear and coal-fired output over this period.^' 
Notably, coal- and oil-fired generation spiked, and nuclear generation rose materially, but gas- 
fired generation dropped, not only from its average output levels but even from levels seen only a 
few days prior. As Andrew Ott, PJM’s President and CEO, recently testified: 

[DJuring this recent cold weather event, obviously more than half of 
the total supply was coal and nuclear. Certainly, [PJM] couldn’t 
survive without gas; [PJM] couldn’t survive without coal; [PJM] 
couldn’t survive without nuclear. [PJM needs] them all in the 
moment. And I think the key, and what [PJM is] focused on, is each 
of these bring to the table reliability characteristics. Each of these 
was online when [PJM] needed them.^^ 

The strong performance of the nuclear and coal-fired units in PJM was a needed counterbalance 
to the situation for gas-fired units. Specifically, during the cold snap, dramatic price increases 
were seen in natural gas prices; including for example a spike in PJM at the Texas Eastern M3 
interface, in Southeastern Pennsylvania, from a normal level near $3/MMBtu to $96/MMBtu.^^ 
further, “in eastern PJM . . . gas and electric transmission were severely constrained, leading to . 
.. elevated natural gas and electricity prices across [the] region.”^^ The price increases would have 
been even more dramatic but for the over performance of nuclear and coal-fired units. 


See Generation by Fuel Type, PJM INTERCONNECTION, http://dataminer2.pjm.com/feed/gen_by_fuel. This chart 
excludes March 29, March 30, and April 2, 2017 because no data was reported for those dates. 

Press Release, Sen. Lisa Murkowski, Hearing Spotlights Importance of Energy Infrastructure, Diverse Fuel Mix 
(Jan. 23, 2018) (quoting Andrew Ott), https://www.murkowski.senate.gov/press/release/hearing-spotlights- 
importance-of-energy-infrastructure-diverse-fuel-mix. 

NETL Report at 14. 

Id. at 6. See also id. at 7 (showing a four-fold increase in daily load weighted average marginal electricity price 
in PJM between December 30, 2017 and January 6, 2018). 
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But the very same uucleai and coaFlired power plants that allowed PJM to maiutaiu 
reliability diuing iIhmc extreme weather events are at iiuniiiieul risk of peniiaiieut clostuc if 
soiiietiiing is nut done now, The Energy lufonuatjou Aduiiuistiatiou “projects 41 GW of coal arid 
10 GW of nuclear rctuemciits by 2025,” but. ns the NETL Rcpoii notes, this projection does not 
^adetjuately captmel] the risk” of retueiucnts4* Tlie ie|)ort further projects that “as much as 75 
GW of coal'fued geueraliou could be retired*' by 2025. and notes that another source estimates 
between “30 and 50 GW of nuclear could face retirement,”** Without these plants, thousands if 
not tuilltons of customers could have been wiilioul power dunug sub*^cro degree Icmpeianues. 
.And absent iimnediate and decisive action by OOE. the 11,000 MW of unclear and coal>fired 
geiierntioii that have kept PJM operating during this penorl will begin to retire in the ^•ery near 
future As /kudrew Oti. PJM’s President and CEO,’ recently testified. 1.410 MW of uucleai 
capacity and 3,688 MW of coal^fired capacity that o{>erated during ilic recent cold snap in the 
eastern U.S. arc scheduled to deactivate within IIk ucxi five years.*’ This Icsiuuoiiy is consisteul 
with the NETL Report's fuKiing that 

The 30 GW of coal that tamped up to meet Uie surge m PJM load 
[during tlie recent cold weather event] clearly includes the mils most 
likely to retire due to insufficient market sui^ort. given those units 
were not numing at baseload levels before the event. As more of 


” NETL Report B» 25 
“ M KiifX 

** U.S. S«i. Conun on Enemy suid NbI. Re*.. Jlte Ptrftumanc* o/tht Eloctnc Ftm-tr Sy$t*m m th* Sotiktost and 
Mfd-Atlannc Dtmnf tha ft»c*nt nVnler U'aathtfr £vants, Inc/udtng Bomb CSvitma. Qunbont for the Record 
Snhniined to Mr Andrew On. Re^>oiu« lo Qneuion 2 from Sen. Mike txe (Jan 2i. 20IS) 




The Honorable James Richard Perry 
March 29, 2018 
Page 8 


these units retire, the ability of the system to respond to extreme 
events with reliance, let alone economically, deterioratesT*^ 

Further, it is a matter of public record that FirstEnergy Solutions, which through Applicants 
indirectly owns 12,300 MW of generation, likely will file for bankruptcy by the end of March 
2018.^^ Indeed, Charles Jones, CEO of EirstEnergy Corp., recently stated that he would be 
“shocked” if EirstEnergy Solutions did not file soon/® EirstEnergy Solutions already submitted 
notice to PJM that it would deactivate its nuclear assets—Davis-Besse and Perry in Ohio and 
Beaver Valley in Pennsylvania—in 2020 and 2021. 

“Distorted price signals” in the organized markets overseen by the Federal Energy 
Regulatory Commission (“EERC”), such as PJM, “have resulted in under-valuation of grid 
reliability and resiliency benefits provided by traditional baseload resources, such as [those 
powered by] coal and nuclear” fuel."^^ As you have recognized, “[bjecause wholesale pricing in 
those markets does not adequately consider or accurately value those benefits, generation units 
that provide the benefits are often not fully compensated for them.”"^^ The NETL Report similarly 
summarized the problem: “Markets do not currently compensate resilience, and thus that 
capability is steadily diminishing due to competitive pressures of ongoing, baseload power plant 
early retirements. 

This lack of appropriate compensation, among other things, has resulted in the Nation’s 
nuclear and coal-fired generation closing at an alarming and unprecedented rate. For example 
“between 2002 and 2016, 531 coal[-fired] generating units representing approximately 59,000 
MW of generation capacity retired from the U.S. generation fieet.”"^"^ In addition, “[i]t is 
anticipated that approximately 12,700 MW of coal[-fired generation] will retire through 2020.”"^^ 
Further, “between 2002 and 2016, 4,666 MW of nuclear generating capacity was announced for 


3* NETL Report at 18. 

Gavin Bade, FirstEnergy CEO Says Generation Subsidiary Headed for Bankruptcy Protection, UTILITY Dive 
(Feb. 23, 2018), https://www.utilitydive.com/news/firstenergy-ceo-says-generation-subsidiary-headed-for- 

bankruptcy-protection/517743/; Jeffrey Ryser, FirstEnergy Continues Push Away from Competitive Generation 
Subsidiary, PLATTS MEGAWATT DAILY (Feb. 22, 2018). 

Recording of Fourth Quarter 2017 Earnings Webcast, FirstEnergy (Feb. 21, 2018), 

https://services.choruscall.com/links/fel80221.html (Mr. Jones stating, at 25:18, “Well, I said in my prepared 
remarks that I expect that [FES] will be removed from the unregulated money pool between now and the end of 
March, and that will be the last tie that we have with that business. While I can't speak for FES, I will be shocked 
if they go beyond the end of March without some type of a filing.”). 

Secretary NOPR Letter at 1. 

Id. at 3. 

« NETL Report at 3. 

Secretary NOPR Letter at 2 (citing Staff Report at 22). 

Id. (citing EIA, Monthly Update to the Annual Electric Generator Report, Form EIA-860m (June 2017), 
https://www.eia.gov/electricity/data/eia860m/). 
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retirement” and “[ejight reactors representing 7,167 MW of nuclear capacity . . . have announced 
retirement plans since 2016.”"^^ 

These retirements must stop immediately in PJM lest the grid be placed at risk of failure 
through a lack of generation diversity and over-reliance on generating units that lack secure fuel 
supply and often compete with other industries and customers for limited firm fuel delivery 
capabilities. As your staff found, “fuel supply chain disruptions can impact many generators 
during a single widespread fuel shortage event,” but “[njuclear and coal[-fired power] plants 
typically have advantages associated with onsite fuel storage. . . Such generating units with 
on-site storage capacity kept PJM from shedding load during the 2014 Polar Vortex when available 
generating capacity was only a hair’s width more than demand. And such units have been critical 
to keeping the grid supplied during the severe cold weather in the East this past winter. But the 
continued existence of such fuel-secure, baseload units cannot be taken for granted. Unless 
immediate action is taken, they will continue to retire and PJM and the Nation are likely not to be 
so lucky as to avoid load-shedding (or worse) the next time generation supply is stretched to its 
limit. 


FERC has for several years failed to heed this warning and to act to prevent this impending 
crisis. Indeed, FERC has had the opportunity to prevent this crisis on numerous occasions, 
including the opportunity you provided it through your Notice of Proposed Rulemaking (“NOPR”) 
issued pursuant to FPA Section 403."^^ Although you granted FERC’s request to extend the NOPR 
proceeding, you stated that you would continue to examine “all options within [your] authority 
under the Department of Energy Organization Act, the Federal Power Act, and any other 
authorities to take remedial action as necessary to ensure the security of the nation’s electric 


Despite the fact that the time for such remedial action has come, FERC terminated your 
rulemaking proceeding and chose instead merely to study the issue further. And although FERC 
acknowledged that “resilience remains an important issue that warrants the Commission’s 
continued attention,”^^ it dismissed evidence establishing the threat to resilience posed by the 


Id. at 3 (citing Staff Report at 29-30). 

Staff Report at 91. See also NETL Report at 14 (“As for natural gas-fired electricity generation, two significant 
constraints inhibit its fuel resilience contribution during extreme weather events .... Most importantly, demand 
from competing sectors, especially from residential and commercial space heating, takes priority over electricity 
for natural gas use, limiting and even diminishing the capacity potential for natural gas-based electricity. 
Compounding this constraint is that of pipeline capacity. Even though abundant natural gas may be available, it 
must flow through the same limited pipeline capacity already delivering to increased heating demand.”). 

See generally Secretary NOPR Letter. See also NETL Report at 3 (“The need for reasonable compensation to 
maintain resilient capacity to endure such periodically-certain threats to the nation formed the basis of [DOE’s] 
resilience compensation proposal to [FERC].”). 

Secretary Extension Letter at 2 (italics in original). 

Grid Reliability and Resilience Pricing et al., 162 FERC ^ 61,012 (2018). 

Id. atP 13. 


51 
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imminent loss of additional nuclear and coal-fired generation and found instead that “the extensive 
comments submitted by the [regional transmission organizations and independent system 
operators (“RTOs/ISOs”)] do not point to any past or planned generator retirements that may be a 
threat to grid resilience.Further, FERC concluded that it lacked the legal authority to act on 
your proposed rule for lack of a showing that current rules were unjust or unreasonable.^^ 

FERC’s response was disappointing. EERC’s reliance on comments by RTOs/ISOs—the 
very entities that preside over the flawed markets—is misplaced.^'* More fundamentally, EERC’s 
decision to study the issue further is too little, too late. As Commissioner Chatterjee noted, 
“[mjajor regulatory reform efforts often can take several years to complete.The record before 
EERC, however, demonstrated that the time to act is now. Multiple commenters expect that the 
trend of premature, economic retirement of nuclear and coal-fired generators will continue if left 
unaddressed. Indeed, seven nuclear units (representing 10,500 MW of nameplate capacity) are 
planning to retire by 2025.^^ And owners of other nuclear units have stated publicly that they do 
not intend to invest further in their nuclear units unless and until their host states pass legislation 
that subsidizes the units. 

Even more troubling is that PJM has followed FERC’s lead and decided to kick the can 
down the road on this critical issue. In its Comments and Responses to EERC’s initiation of a new 
proceeding on grid resilience, PJM concludes that its bulk electric system “is safe and reliable 
today—it has been designed and is operated to meet all applicable reliability standards.While 
PJM acknowledged that “generation and other resources” supply essential attributes that support 
reliability and that “the maintenance or assurance of these attributes into the future are important 
to resilience mitigation,” PJM has committed to nothing more than further study of the issue. 
And PJM’s position is all the more questionable in light of its admission that it does not conduct 


Id. at P 15. 

52 Id. at P 14 (“For the reasons discussed below, the Proposed Rule did not satisfy those clear and fundamental legal 
requirements under section 206 of the FPA. Given those legal requirements, we have no choice but to terminate 
Docket No. RM18-1-000.”). 

5'* Among other justifications for taking no action, FERC noted that the RTOs, and the industry more generally, do 
not have a clear definition or understanding of the resilience issue. Id. at P 22. As such, FERC’s decision to take 
no action was based on incomplete information. 

55 Id. at Chatterjee Concurrence. 

55 Id. 

52 Id. 

5* Public Service Enterprise Group Inc., SEC Form 8-K, at 2 (Feb. 28, 2018). 

5^ PJM Comments at 4. 

5° Id. at 46 (“PJM will need to continue to conduct analysis of the anticipated future availability of these attributes 
so that it can proactively address the maintenance of these attributes through the markets. PJM will also consider 
the operational lessons learned from other RTOs in regard to resource mix and essential resource attributes to 
continue to analyze future trends in resource mix and their impacts on both reliability and resilience.”). 
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system planning or operations subject to formal resilience criteria, and that it would need additional 
FERC authorization in order to do so.^' 

PJM’s conclusion misses the point. As you noted, “urgent action must be taken to ensure 
the resilience and security of the electric grid.”^^ It is insufficient and wholly illogical to say that 
action is not needed going forward because PJM meets today’s reliability criteria. PJM’s 
comments demonstrate that it has yet to identify and measure resilience, much less taken steps to 
preserve the resilience of its electric grid.® Indeed, many of PJM’s requests to the Commission 
do nothing more than pass the buck back to FERC on this critical issue.® 

Further, PJM’s requests for action “to enhance resilience of the grid and interrelated 
systems’’®^ will not address your concerns regarding the resilience and security of the Nation’s 
electric grid. These requests, which call for additional FERC proceedings and RTO/ISO filings, 
in some cases require no action by any party for nine to twelve months after the conclusion of the 
current FERC proceeding and will do nothing to stem the tide of premature nuclear and coal-fired 
plant closures in the interim.This is particularly alarming because PJM acknowledges that its 
Capacity Performance changes have failed to produce a long-term solution “to meet the ever¬ 
growing demand for gas transportation by the generation sector.”^^ Indeed, natural gas availability 


® Id. at 33-34. 

® Secretary Extension Letter at 2. 

See, e.g., PJM Comments at 37 (“Because PJM does not have formal resilience criteria, PJM adapts existing 
analyses ... to derive conclusions about the ability of the PJM BES to withstand a high-impact, low-frequency 
event, and is working with stakeholders to determine how best to incorporate resilience into PJM’s planning 
process and what criteria should be used.”); id. at 66 (“RTO wholesale electricity. Ancillary Service markets, 
capacity markets, and shortage pricing mechanisms were not originally designed specifically with resilience in 
mind.”). 

® See, e.g., id. at 5 (requesting that FERC “[ajrticulate in this docket that the regional planning responsibilities of 
RTOs . . . includes an obligation to assess resilience”); id. (requesting that FERC “[ejstablish a Commission 
process . . . that would allow an RTO to receive verification as to the reasonableness of its assessments of 
vulnerabilities and threats”). 

® See PJM Comments at 5-8. 

See, e.g., id. at 6 (“Request that all RTOs . . . submit a subsequent filing ... to implement resilience planning 
criteria, and develop processes for the identification of vulnerabilities, threat assessment and mitigation, 
restoration planning, and related process or procedures needed to advance resilience planning.”); id. (“Request 
that all RTOs . . . submit a subsequent filing, including any necessary proposed tariff amendments, for any 
proposed market reforms and related compensation mechanisms to address resilience concerns within nine to 
twelve months from the issuance of a Final Order in this docket.”). 

Id. at 57-58 (“Although PJM was hoping that the Capacity Performance changes would spur a corresponding 
array of new service offerings by pipelines (and generators seeking such options), at least on the public record 
such new pipeline services have not been offered as new open season requests .... [N]ew flexible services, to 
the extent they have been offered, appear to have been confined to the secondary market in which available gas 
from LDCs or industrial customers is made available, for a price, on the non-transparent bilateral secondary 
market. Although this is an effective short term strategy to ‘move around’ available capacity and take advantage 
of diversity in demand, it cannot, in the long run, serve as the sole means to meet the ever-growing demand for 
gas transportation by the generation sector.”). PJM’s admission that the Capacity Performance program fell short 
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during the recent cold weather in the eastern U.S. has prompted PJM to consider enacting 
emergency operational cost procedures for use when emergency conditions affect the grid or gas 
pipeline system.PJM’s efforts to “to engage interstate pipelines and LDCs to review gas pipeline 
contingencies”® similarly have failed to produce a long-term solution. 

The lack of protection for at-risk nuclear and coal-fired plants during this time actually 
undermines the effectiveness of other PJM requests. For example, PJM requests that FERC require 
it to file proposed tariff amendments “to permit non-market operations during emergencies,” which 
“could includ[e] provisions for cost-based compensation when the markets are not operational or 
when a wholesale supplier is directed to take certain emergency actions by PJM for which there is 
not an existing compensation mechanism.”^'^ FERC’s and PJM’s inaction, however, has 
significantly increased the risk that the very plants needed to take these emergency actions will 
have shuttered by the time PJM files and EERC approves these tariff provisions. 

These events demonstrate that, absent immediate intervention by the Secretary, nuclear and 
coal-fired plants will continue to retire prematurely. In view of this regulatory failure, and as 
further detailed herein. Applicants seek action from the Secretary to ensure the continued operation 
of baseload nuclear and coal-fired power plants in PJM. Such immediate action is necessary to 
address an emergency in the bulk power system overseen by PJM and to serve the public interest 
by preventing power disruptions and system blackouts. Absent such an order, health care facilities, 
emergency services, and other critical infrastructure could be without power affecting portions of 
the 65 million people that reside within the PJM footprint. 


contrasts sharply with its prior assurances to FERC that the Capacity Performance program would result in firm 
fuel supply. PJM Interconnection, L.L.C., Reforms to the Reliability Pricing Market (“RPM”) and Related Rules 
in the PJM Open Access Transmission Tariff (“Tariff’) and Reliability Assurance Agreement Among Load 
Serving Entities (“RAA”) at 53, FERC Docket No. ER15-623-000 (Dec. 12,2014) (“Capacity Market Sellers that 
now will face more harsh financial consequences for a failure to perform during emergencies (with no limit on 
when such emergencies arise) will likely need to invest in plant design changes or new equipment, or increase 
operating budgets to accommodate more staff, firm fuel delivery arrangements, greater inventories, or changed 
operating practices.”). 

Jared Anderson, PJM Mulls Emergency Operational Cost Issues, PLATTS MEGAWATT DAILY (Jan. 10, 2018). 

® PJM Cold Snap Performance 2018 at 21 -22. 

PJM Comments at 6. 
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II. APPLICATION FOR EMERGENCY ORDER 

In the United States, RTOs work to ensure the operation and security of the bulk electric 
power system. PJM operates the electric grid and centralized electricity markets in all or part of 
13 different states and the District of Columbia,^^ overseeing over 178,000 MW of installed 
capacity and serving approximately 65 million people.Over half of PJM’s generating capacity 
is nuclear and coal-fired generation,^^ and nearly one-quarter of the Nation’s nuclear and coal- 
fired generating capacity is located within PJM.^^ 

PJM’s power markets, however, consistently fail to compensate nuclear and coal-fired 
generators for the full value of the benefits that they provide, such as fuel security and diversity. 
As stated by a former Commissioner of FERC, “I believe that fuel diversity is really key in 
ensuring reliability going forward, even in these dynamic times .... [I]t is imperative that we 
protect fuel diversity.”^^ Such continued fuel diversity in PJM, however, is at risk. 

PJM’s independent market monitor recently found that between six and nine nuclear plants, 
with a total capacity of 7,058 MW to 14,027 MW, did not recover their avoidable costs—the costs 
to keep the generators operating—in two of the last three years. Additionally, four nuclear plants, 
with capacity of 3,554 MW, are not expected to recover their annual avoidable costs on average 
from 2018 through 2020.’’ The market monitor similarly found that a “significant number of coal 
units are at risk of retirement” because 17,302 MW of coal-fired capacity is expected to receive 
less than 90 percent of its avoidable costs.’* Overall, the market monitor found that, in addition 
to units currently planning to retire, between 22,929 MW and 30,785 MW of capacity in PJM, 


PJM’s territory includes all or parts of Delaware, Illinois, Indiana, Kentucky, Maryland, Michigan, New Jersey, 
North Carolina, Ohio, Pennsylvania, Tennessee, Virginia, West Virginia, and the District of Columbia. Who We 
Are, PJM, http://www.pjm.com/about-pjm/who-we-are.aspx (last visited Mar. 22, 2018); PJM's Mission & 
Vision, PJM, http://www.pjm.com/about-pjm/who-we-are/mission-vision.aspx (last visited Mar. 22, 2018). 

Capacity by Fuel Type, PJM (June 1, 2017), http://www.pjm.com/-/media/markets-ops/ops-analysis/capacity-by- 
fuel-type-2017.ashx?la=en; Who We Are, PJM, http://www.pjm.com/about-pjm/who-we-are.aspx (last visited 
Mar. 22, 2018). 

Capacity by Fuel Type, PJM (June 1, 2017) (showing nuclear and coal-fired generation represent 19% and 33% 
of PJM’s installed generation capacity, respectively). 

Compare id. (showing that nuclear and coal-fired generation represent 33,992 MW and 59,835 MW of PJM’s 
installed generation capacity, respectively), with Preliminary Monthly Generator Inventory, EIA (June 2017), 
https://www.eia.gov/electricity/data/eia860m/ (showing, when filtered by “Technology,” 284,439 MW of 
conventional steam coal generator nameplate capacity and 104,628 MW of nuclear generator nameplate capacity 
as of June 2017 nationwide). 

Oversight of the Federal Energy Regulatory Commission: Hearing Before the Subcomm. on Energy and Power, 
114th Cong., Prelim. H’rg Tr. at 54 (2015) (testimony of Colette D. Honorable, Commissioner, FERC). 

2017 PJM Report at 2. 

Id. 

Id. 
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primarily from nuclear and coal-fired generation, is at risk of retirement. In fact, the market 
monitor found that over 90 percent of the “at-risk” generation in PJM was either nuclear or coal- 
fired.'^'’ But new nuclear and coal-fired generation will not replace this lost capacity because, as 
the market monitor found, “[i]n 2017 ... a new coal plant and a new nuclear plant would have 
been significantly unprofitable.”^^ 

By contrast, nearly all oil, natural gas, hydroelectric, and pumped storage generators 
recovered fully their avoidable costs in 2017.^^ This marked difference is a result of the fact that 
nuclear and coal-fired units are baseload plants. As such, they are designed to run “24/7” on a 
consistent basis with 25 days of on-site fuel availability (when running “full bore”), making them 
the backbone of the electric system. PJM’s energy market, though, is designed not to consider 
or incentivize operational diversity, fuel security, or system resiliency. Rather, it dispatches 
generation units based only on short-term marginal price without regard for the fixed costs of the 
facility, or the firmness of its fuel supply or transportation. Specifically, PJM uses a reliability- 
constrained least-cost model to dispatch the lowest-cost units required to satisfy electricity 
demand.*"^ But because nuclear and coal-fired units are designed to run continuously, they often 
continue to operate through lower-priced periods—such as the middle of the night—sometimes 
requiring them to sell their electricity output at a loss. This is particularly true in states with large 
amounts of wind-powered generation, as wind tends to generate at its peak overnight when 
electricity demand is low.*^ The unavoidable requirement to operate during lower-priced periods 
places significant financial strain on baseload units such as nuclear and coal-fired generators that 
are not properly compensated in the existing markets.^® All indications are that these trends will 
continue. 


Id. 

Mattbl.7-36. 

Mat 6. 

Mattbl.7-30. 

See N. Am. Elec. Reliability Corp., Polar Vortex Review 36-37 (Sept. 2014), 
http://www.nerc.com/pa/rrm/January%202014%20Polar%20Vortex%20Review/Polar_Vortex_Review_29_Sep 
t_2014_Final.pdf (“[A] growing dependence on gas-fired generation can increase the [bulk power system’s] 
exposure to disruptions from insufficient fuel supply, transportation, and delivery. . . . Unlike coal and fuel oil, 
natural gas is not easily stored on site.”). Cf. PJM INTERCONNECTION, PJM’S EvOLvmG Resource Mix and 
System Reliability 35 (Mar. 30, 2017) (“[RJecent studies, including the Black Sky/Black Start Protection 
Initiative, suggest that 30 days of fuel inventory would be required to adequately respond to Black Sky type 
events.”). 

See Market for Electricity, PJM, http://leam.pjm.com/electricity-basics/market-for-electricity.aspx (last visited 
Mar. 22, 2018). 

See, e.g., Scott DiSavino, Texas Power Demand to Hit 2016 Peak Amid Heat Wave: ERGOT, Reuters (Aug. 4, 
2016), http://www.reuters.eom/article/us-usa-texas-power-heatwave-idUSKCN10F202 (noting that wind 
generation in ERCOT “typically produce[s] luost energy overnighf’). 

Markets only provide signals that lead to efficient decisions on the part of market participants if the markets 
“efficiently price all valuable services provided to the system.” FirstEnergy Reply Comments, Ex. 1 (“Hunger 
Reply Aff”) at 9, Grid Resiliency Pricing Rule, FERC Docket No. RM18-1-000 (Nov. 7, 2017). 
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PJM’s market monitor cursorily dismissed this undeniable trend of nuclear and coal-fired 
generation retirements because of under-recovery, stating that “[m]any generating plants have 
retired in PJM since the introduction of markets and many generating plants have been built since 
the introduction of markets” and that “[t]he fact that some plants are uneconomic does not call into 
question the fundamentals of PJM markets.This response is alarming to say the least. Nuclear 
and coal-lired generation provides substantial resilience and security benefits to the electric grid 
and to the Nation. Indeed, as the market monitor itself recognized, “[sjignificant reliance on 
specific fuels, including nuclear, coal and gas means that markets are at risk from a significant 
disruption in any one fuel.”^^ By treating the lost nuclear and coal-fired capacity the same as the 
non-nuclear and non-coal-fired capacity that has replaced it, the market monitor ignores the 
significant threat to the electric grid and the Nation’s security posed by the loss of resilient, fuel- 
secure baseload generation. 

As explained below. Applicants request that DOE determine that an emergency exists in 
PJM within the meaning of FPA Section 202(c) with respect to a threat to energy security and 
reliability, and thus direct the subject baseload nuclear and coal-fired generators to enter into 
contracts and all necessary arrangements with PJM, on a plant-by-plant basis, to generate, deliver, 
interchange, and transmit electric energy, capacity, and ancillary services to maintain fuel diversity 
and grid dependability and resiliency within the PJM region. 

A, The Secretary’s Authority Under Section 202(c) of the Federal Power Act 

Section 202(c) of the Federal Power Act grants the Secretary the authority to determine 
“that an emergency exists by reason of a sudden increase in the demand for electric energy, or a 
shortage of electric energy or of facilities for the generation or transmission of electric energy,”^^ 
and, once such a determination is made, “to require by order such temporary connections of 
facilities and such generation, delivery, interchange, or transmission of electric energy as in [his] 
judgment will best meet the emergency and serve the public interest.”^'^ 

The Secretary’s authority and discretion under Section 202(c) is quite broad and is not 
limited to emergencies caused by war or limited in duration. Section 202(c) states that it may be 
invoked during times of war or during emergencies, and empowers the Secretary “whenever [he] 
determines that an emergency exists by reason of’ certain specified market conditions “or other 
causes” to order actions “as in [his] judgment will best meet the emergency and serve the public 
interest.”^' 


2017 PJM Report at 2. 

Id. at 5. 

16 U.S.C. § 824a(c)(l). 

Id. 

Id. The legislative history of Section 202(c) confirms this interpretation, explaining that in crisis conditions DOE 
should be “ready to do all that can be done in order to prevent a break-down in electric supply.” S. Rep. No. 74- 
621, at 49. 
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doe’s regulations define emergency broadly, stating that an emergency “can result from 
a sudden increase in customer demand, an inability to obtain adequate amounts of the necessary 
fuels to generate electricity, or a regulatory action which prohibits the use of certain electric power 
supply facilities.In addition, the regulation also states that “[ejxtended periods of insufficient 
power supply as a result of inadequate planning or the failure to construct necessary facilities can 
result in an emergency . . . 

The current situation in PJM constitutes such an emergency. 

B, An Emergency Exists Due to the Recent and Imminent Critical Reduction in 
Nuclear and Coal-Fired Generation Capacity 

The Nation’s bulk electric system is undergoing rapid change. As the DOE recently 
recognized, the provision of electricity provides various benefits that are not recognized or 
compensated by the markets created by these politically driven actions: 

Society places value on attributes of electricity provision beyond 
those compensated by the current design of the wholesale market. 

• Americans and their elected representatives value the various 
benefits specific power plants offer, such as jobs, community 
economic development, low emissions, local tax payments, 
resilience, energy security, or the national security benefits 
associated with a nuclear industrial base. Most of these benefits 
are not recognized or compensated by wholesale electricity 
markets. 

Indeed, the DOE’s January 2017 Quadrennial Energy Review states that “[s]hort-run 
markets may not provide adequate price signals to ensure long-term investments in appropriately 
configured capacity” and “resource valuations tend not to incorporate superordinate network 
and/or social values such as enhancing resilience into resource or wires into investment decision 
making.”^^ IHS Energy has found that, as a result of this “missing money” problem, “the loss of 


10 C.F.R. § 205.371. 

Id. 

Staff Report at 11. 

U. S. Dep’t of Energy, Transforming the Nation’s Electricity System: The Second Installment of the 
Quadrennial Energy Review 4-41 (January 6, 2017), available at 

https://www.energy.gov/sites/prod/files/2017/02/f34/Quadrennial%20Energy%20Review— 
Second%20Installment%20%28Full%20Report%29.pdf 
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power supply diversity is accelerating because too many power plants are retiring before it is 
economic to do so.”^^ 

This market failure is reaching a crisis point. Dr. David Hunger, a former FERC Staff 
member and Vice President within the Energy Practice of Charles River Associates, found that 
“there were more [generator] retirements in the seven-year period from 2010 to 2016 (457 units) 
than in the 20-year period from 1990 to 2009 (358 units). Likewise, the quantity of nuclear and 
coal-fired generation capacity retired in 2010-2016 (68,540 MW nameplate) was more than double 
that in the prior 20 years, 1990-2009 (26,721 MW nameplate).As the DOE concluded, 
“[gjenerator profitability could become a public policy concern if so much generation is financially 
challenged that the reliability or resilience of the [bulk power system] become threatened.”^^ The 
rash of nuclear and coal-fired generator closings and other recent events in PJM are evidence that 
it already is a public policy concern. But these are not the only warning signs. 

January 2014 Polar Vortex in PJM : A severe cold snap spiked customer demand, dropping 
system reserves in PJM to just 500 MW (on a demand of over 140,000 MW).^^ PJM calculated 
that 9,300 MW of generation was unavailable during this event due to interruptions in the natural 
gas supply to generators.While this loss of generating capacity could have been catastrophic, 
multiple coal-fired generating units slated for retirement were dispatched to meet electric 
demand^'^^ and nuclear generators also “performed extremely well.”^'^^ “Sixty-five million people 
within the PJM footprint could have been affected if these traditional baseload units were not 
available.” 

Extreme Cold in December 2017 and January 2018 : Erom December 27, 2017, to January 
8, 2018, the eastern U.S. saw extremely cold temperatures and spiking electric demand, which 
again illustrate how such weather impacts natural gas supply to electric generating units. Nuclear 


IHS Energy, The Value of US Power Supply Diversity 7 (July 2014), available at 
https://www.nei.org/CorporateSite/media/filefolder/Backgrounders/Reports-Studies/IHS-Fuel-Diversity-Study- 
18-July-2014.pdf?ext=.pdf 

FirstEnergy Comments, Ex. 4 (“Hunger Aff ”) at 22, Grid Resiliency Pricing Rule, FERC Docket No. RM18-1- 
000 (Oct. 23, 2017). 

Staff Report at 118. NERC has also classified the changing resource mix as a “high risk” issue for the electric 
grid. See N. Am. Elec. Reliability Corp., State of Reliability 2017 7 (June 2017), available at 
https://www.nerc.com/pa/RAPA/PA/Performance%20Analysis%20DL/SOR_2017_MASTER_20170613 .pdf 

PJM Interconnection, Analysis of Operational Events and Mkt. Impacts During the Jan. 2014 Cold 
Weather Events 4 (May 8, 2014), http://www.pjm.com/~/media/library/reports-notices/weather- 

related/20140509-analysis-of-operational-events-and-market-impacts-during-the-jan-2014-cold-weather- 
events.ashx. 

Id. at 26. 

Secretary NOPR Letter at 3. 

Staff Report at 95. 

Secretary NOPR Letter at 3. 
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and coal-fired plants out-performed natural gas plants during this period by a significant margin. 
For example, on the morning of Friday, January 5, 2018, nuclear and coal-fired generators were 
running at 135% and 111% of their committed capacity in PJM’s 2017-2018 capacity auction, 
whereas natural gas plants were running at merely 45% of their committed capacity. In fact, 
while over 64,000 MW of gas-fired generation cleared in the 2017-2018 capacity auction, only 
approximately 29,000 MW were running that morning. As the recent NETL Report on the cold 
weather event concluded, demand in PJM “could not have been met without coal.”'°^ These facts 
are quite telling, as much of this difference can be attributed to natural gas price spikes and supply 
interruptions.While the PJM grid has not experienced load-shedding, thanks to lower electric 
demand over the holiday season and the performance of nuclear and coal-fired generators, this 
may not be the case during future extreme weather events if the trend of nuclear and coal-fired 
plant closures continues. 


See PJM Cold Snap Performance 2018 at 13 & fig. 10 (showing that nuclear and coal-fired generation 
combined constituted 63% of the online fuel mix during the 2018 cold snap, while natural gas-fired generation 
constituted 22%). 

See Data Miner 2, PJM, http://www.pjm.com/markets-and-operations/etools/data-miner-2.aspx (when filtered to 
Generation by Fuel Type for 8 a m. on January 5, 2018, showing nuclear and coal-fired output of 35,543 MW 
and 50,254.8 MW, respectively); Commitments by Fuel Type & Delivery Year 2007/08 - 2019/20, PJM, 
http://www.pjm.com/-/media/markets-ops/rpm/rpm-auction-info/rpm-commitment-by-fuel-type-by- 
dy.ashx?la=en (last visited Mar. 22, 2018) (showing cleared UCAP for 2017-2018 planning year of 26,401 MW 
for nuclear generation and 45,354 MW for coal-fired generation). 

See Data Miner 2, PJM, http://www.pjm.com/markets-and-operations/etools/data-miner-2.aspx, (when filtered to 
Generation by Fuel Type for 8 a m. on January 5, 2018, showing gas output of 28,624.3 MW); Commitments by 
Fuel Type & Deliveiy Year 2007/08 - 2019/20, PJM, http://www.pjm.com/-/media/markets-ops/rpm/rpm- 
auction-info/rpm-commitment-by-fuel-type-by-dy.ashx?la=en (last visited Mar. 22, 2018) (showing cleared 
UCAP for 2017-2018 planning year of 64,089 MW for gas-fired generation); see also PJM COLD SNAP 
Performance 2018 at fig. 11. 

>0’ NETL Report at 17. 

Operational flow orders (restrictions/limitations placed on gas consumption by pipeline operators) have been in 
place on numerous natural gas pipelines throughout PJM since late December 2017, including Transco, Texas 
Eastern, Dominion, and Columbia. See Transco Pipeline, Critical Notices, 

http://www.lline.williams.com/Transco/index html (last visited Mar. 22, 2018); Texas Eastern, Critical Notices, 
https://infopost.spectraenergy.com/infopost/ (last visited Mar. 22, 2018); Dominion, Critical Notices, 
http://dekaflow.dominionenergy.com/jsp/info_post.jsp?&company=dti (last visited Mar. 22, 2018); Columbia 
Gas Transmission, Critical Notices, http://www.columbiapipeinfo.com/cpginfopost/ (last visited Mar. 22, 2018). 
See also NETL Report at 14 (“[Njatural gas in PJM spiked from a normal level near $3/MMBtu to $96/MMBtu 
at the Texas Eastern M3 interface, in Southeastern PA, at the [bomb cyclone] peak on January 5.”). 

109 NE'pL Report at 18 (“To maintain the resilience seen in this event, any retiring units that were dispatched during 
the event would have to be replaced with other resilient generation sources and their associated infrastructure (e.g. 
pipelines, transmission). Due to the timeframe required for permitting, development, and construction, these 
projects must be well underway prior to potential unit retirements to ensure their availability.”). 
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June 2017 Yorktown Un-Retirement : The Department of Energy issued a Section 202(c) 
order to force Dominion Energy to keep its Yorktown coal-fired units in PJM online to address 
future reliability needs. 

System Design Changes : The bulk power system is undergoing a rapid transformation and 
the impacts of this change are not being fully studied or understood. The system is moving from 
one that was driven by sound engineering practices and multiple redundancies to a system using 
an economic model with no consideration for system needs. The North American Electric 
Reliability Corporation (“NERC”) has noted that the “changing resource mix is altering the 
operating characteristics of the bulk power system.”''' NERC warned that these changes must be 
“properly managed in order to assure continued reliability and ensure resiliency.” 

Pipeline Vulnerabilities : A report published by Quanta Technology noted high levels of 
vulnerability in PJM from a shortfall of pipeline capacity supplying the Atlantic coast, a shortfall 
of pipeline capacity to access storage and production, disruptions in supply or storage during 
winter peak season, and a lack of firm gas supply contracts.' 

Euture Price Volatility : A recent report by IHS Energy states that the current diversified 
portfolio of the U.S. power supply lowers the cost of generating electricity by more than $93 billion 
per year compared to a less diverse case with no meaningful contributions from nuclear and coal- 
fired generation."'^ As such key baseload plants continue to retire, price volatility is expected to 
rise as the system becomes more reliant on a single fuel source. Dr. Hunger similarly concluded 
that, “[w]hen resources retire, [market] prices can fluctuate in an unpredictable manner.”"^ 

Baseload Plant Closures : In the past four years, over 11,000 MW of coal-fired generation 
has closed in PJM, the equivalent of a dozen large power plants.'" Many of these plants were 


Order No. 202-17-2 (Dep’t of Energy June 16, 2017), reh’g dismissed sub nom. Order No. 202-17-5 (Sep. 15, 
2017). See also Order No. 202-17-4 (Dep’t of Energy Sep. 14, 2017) (renewing initial order), reh ’g dismissed 
sub nom. Order No. 202-18-1 (Nov. 6, 2017); Order No. 202-18-2 (Dep’t of Energy Dec. 13, 2017) (further 
renewing order). 

Letter from Gerry Cauley, President and CEO, NERC, to Rick Perry, U.S. Sec’y of Energy, Attachment 
(“Synopsis of NERC Reliability Assessments”) at 1 (May 9, 2017), available at 

https://www.nerc.com/news/Headlines%20DL/DOE%20Grid%20Study%20Comments %2012OCT17.pdf 
"2 Id. 

Henry Chao, Comments of Quanta Technology on PJM’s Evolving Resource Mix and System 
Reliability 11 (May 17, 2017), available at http://quanta- 

technology.com/sites/default/fdes/QuantaTechnology_Comments_on_PJM %20Whitepaper.pdf 

' IHS Energy, The Value of US Power Supply Diversity at 5. 

See id. 3.19-10. 

'' ^ Hunger Aff. at 3 3. 

2017 PJM Report at 544 tbl.12-5 (listing coal unit retirements of 2,239 MW, 7,064.8 MW, 243 MW, and 2,038 
MW in 2014, 2015, 2016, and 2017, respectively). 
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operating during the 2014 Polar Vortex and are no longer available to run in the event of system 
stress. 


Problems Associated with Location of Replacement Resources : Generation resources used 
to replace retiring plants are frequently located far away from the location of the retiring 
generation, which poses multiple problems. First, as Dr. Hunger states, this “may cause temporary 
or persistent congestion, increasing uncertainty related to locational pricing, a primary signal 
against which generation investment or retirement decisions need to be made.”"* Second, 
significant new transmission infrastructure may need to be constructed. For example, 
approximately $1 billion of new transmission infrastructure was needed to maintain reliability after 
closure of certain generating units in northern Ohio in 2014 and 2015."^ 

Additional Plant Closures : Numerous baseload plants in PJM have announced that they 
are financially challenged and are closing or contemplating closure. If action is not taken, 
thousands of additional megawatts of reliable baseload power will retire in the next several years, 
leaving PJM without fuel-secure baseload resources. 

• It is a matter of public record that FirstEnergy Solutions, which through Applicants 
indirectly owns 12,300 MW of generation, likely will file for bankruptcy by the end of 
March 2018.^^^ Multiple plants are at risk for permanent closure as a result of this 
expected action. 

• FirstEnergy Solutions submitted notices to PJM on March 28, 2018, that it 
would deactivate its three nuclear plants, Davis-Besse (908 MW), Perry 
(1,268 MW), and Beaver Valley (1,872 MW), by 2021. 


'' * Hunger Aff. at 3 3. 

Direct Testimony of Gavin Cunningham at 3, Application of Ohio Edison et ah, Pub. Util. Comm’n of Ohio No. 
14-1297-EL-SSO (Aug. 4, 2014). 

In addition to the closures listed, Dominion submitted deactivation requests in January 2018 for four coal-fired 
units with capacity totaling approximately 400 MW. PJM Future Deactivations (Dec. 29, 2017), 
http://www.pjm.com/-/media/planning/gen-retire/pending-deactivation-requests.ashx?la=en (“PJM Future 
Deactivations”). These units were placed in “cold reserve”—meaning they could be restarted if necessary— 
based on a number of factors including the cost of solar and wind generation and the abundance of natural gas. 
Sarah Rankin, Dominion to Eliminate Nearly 400 Positions After Review of Power Generation Group, RICHMOND 
Times-Dispatch (Jan. 17, 2018), http://wwwrichmond.com/news/virginia/dominion-to-eliminate-nearly- 
positions-after-review-of-power-generation/article_60633a02-01d5-50a8-bcfc-f2ccf04b8fb5 html. 

Gavin Bade, FirstEnergy CEO Says Generation Subsidiary Pleaded for Bankruptcy Protection, UTILITY Dive 
(Feb. 23, 2018), https://www.utilitydive.com/news/firstenergy-ceo-says-generation-subsidiary-headed-for- 

bankruptcy-protection/517743/; Jeffrey Ryser, FirstEnergy continues Push Away from Competitive Generation 
Subsidiary, PLATTS MEGAWATT DAILY (Feb. 22, 2018). 
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• FirstEnergy Corp. announced that Units 5-7 at the W.H. Sammis coal-fired 
plant (1,490 MW) are in danger of being closed. The company previously 
announced that Units 1-4 (720 MW) will close by May 2020. 

• FirstEnergy Corp. has announced that the 2,510 MW Bruce Mansfield coal- 
fired plant is at risk of closure due to the exposure to changing market 
conditions. 

• Allegheny Energy Supply Company, EEC, a EirstEnergy Corp. subsidiary, recently 
submitted a deactivation notice for Pleasants Power Station, a 1,300 MW coal-fired 
plant in West Virginia. 

• Dayton Power & Light has announced the closure by June 2018 of the J.M. Stuart coal- 
fired plant (2,318 MW) and the Killen Station Unit 2 coal-fired plant (600 MW), citing 
market conditions making the plants not economically viable.Stuart Unit 1 was 
closed even earlier, on September 30, 2017.'^^ 

• Owners of the 1,884 MW Homer City coal-fired power plant attempted to sell the plant 
in 2016, but were unable to find a buyer; Standard & Poor’s analysts cite lower power 
prices and increasing expenses as driving forces behind the facility’s ills.^^^ 

• Westmoreland Partners recently announced the sale or closure of the 209 MW Roanoke 
Valley coal-fired power plant.As anticipated, on March 1, 2017, these units 
retired. 


FirstEnergy to Deactivate Units at Two Ohio Power Plants, FirstEnergy (July 22, 2016), 

https://www.firstenergycorp.coin/content/fecorp/newsroom/news_articles/firstenergy-to-deactivate-units-at- 
two-ohio-power-plants- html; PJM Future Deactivations. 

Tom Flenry, FirstEnergy Exec Calls for ‘Urgent’ Aid, TOLEDO Blade (Mar. 25, 2017), 

http://www.toledoblade.com/Energy/2017/03/25/FirstEnergy-exec-calls-for-urgent-aid.html. 

Id. In addition, during the first quarter of 2018, FirstEnergy Corp. took a $120 million pre-tax impairment charge 
on the value of the Pleasants Power Station. FirstEnergy Corp., Annual Report (Form 10-K) at 4 (Feb. 20, 2018). 

See Wendy Mitchell, DP&L Determined to Close J.M. Stuart and Killen Power Plants, The Ledger Indep. (Mar. 
20, 2017), http://www.maysville-online.com/news/local/dp-l-determined-to-close-j-m-stuart-and- 

killen/article_99f244ef-b832-5477-aa8b-83 Ib8fe796be.html; PJM, Future Deactivations. 

PJM Generator Deactivations, PJM (Dec. 18, 2017), http://www.pjm.com/-/media/planning/gen- 

retire/generator-deactivations.ashx?la=en (“PJM DEACTIVATIONS”). 

Anya Litvak, Homer City Gets Bids But No Deals, PITTSBURGH Post-Gazette (Sept. 14, 2016), 

http://powersource.post-gazette.eom/powersource/companies/2016/09/14/Homer-City-gets-some-bids-but-no- 
deals/stories/201609110096. 

John Dixon, Weldon Power Plant Closing, The Daily Herald (Roanoke) (Mar. 10, 2017), 

http://www rrdailyherald.com/news/locaFweldon-power-plant-closing/article_6a9fl208-0511-1 Ie7-a204- 
b762cdl48f4a.html. 
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• Exelon has announced that it will close the Oyster Creek nuclear plant (608 MW) in 
October 2018—a decade before the end of its operating license—citing negative 
economic factors. 

• Exelon has announced the premature closure of the 837 MW Three Mile Island nuclear 
power plant in September 2019, citing deteriorating economic value. 

C, The Emergency in Nuclear and Coal-Fired Generation Threatens Generation 
Diversity, Resiliency, Dependability, and Electric Security in PJM 

A recent PJM report noted that the system was able to maintain operational reliability with 
a system comprised of 86 percent natural gas-fired generation, however the report did not fully 
capture risks associated with gas deliverability.PJM itself admits to this issue, stating, “We 
found that the risk to the system wasn’t that resources couldn’t necessarily provide reliability 
attributes but that the potential concentration of a single fuel source or low-probability, hish- 
impact events could cause sisnificant impacts to the system ."^^^ 

Without baseload nuclear and coal-fired generation, the United States is taking the most 
sophisticated and redundant bulk electric system in the world and putting it on top of an 
unsophisticated bulk gas system that lacks the same level of redundancy, creating additional 
security risks. An electric system that is not resilient to high-impact events is not a reliable system, 
and is one that threatens the national security of the United States. In short, the continued 
retirement of nuclear and coal-fired generating facilities in PJM has resulted in an emergency 
situation that has placed the continuing security of PJM at risk. As you noted in your September 
28, 2017 letter to EERC, “the resiliency of the electric grid is threatened by the premature 
retirement of these fuel-secure traditional baseload resources.” 


See Press Release, Exelon, Exelon to Retire Oyster Creek Generating Station in 2019 (Dec. 8, 2010), 
http://www.exeloncorp.eom/newsroom/Pages/pr_20101208_Nuclear_OysterCreekRetirement.aspx; Robert 
Walton, Exelon to Close Oyster Creek Nuke in October, a Year Early, UTILITY Dive (Feb. 2, 2018), 
https://www.utilitydive.com/news/exelon-to-close-oyster-creek-nuke-in-october-a-year-early/516236/; PJM 
Future Deactivations. 

See Press Release, Exelon, Exelon to Retire Three Mile Island Generating Station in 2019 (May 30, 2017), 
http://www.exeloncorp.com/newsroom/exelon-to-retire-three-mile-island-generating-station-in-2019; PJM 
Future Deactivations. 

PJM Interconnection, PJM’s Evolving Resource Mix and System Reliability 5 (Mar. 30, 2017) 
(“[A]dditional risks, such as gas deliverability during polar vortex-type conditions and uncertainties associated 
with economics and public policy, were not fully captured in this analysis.”), 
http://www.pjm.com/~/media/library/reports-notices/special-reports/20170330-pjms-evolving-resource-mix- 
and-system-reliability.ashx. 

Press Release, PJM, PJM Study: System Reliable Even with Much More Gas, Renewables; Resilience Key to 
Operational Reliability (Mar. 30, 2017) (emphasis added) (quoting Michael Bryson, PJM Vice President of 
Operations), http://www.pjm.eom/~/media/about-pjm/newsroom/2017-releases/20170330-pjms-evolving- 
resource-mix-and-system-reliability.ashx. 

Secretary NOPR Letter at 1. 
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PJM itself has recognized the need for resiliency, finding that, “[i]n addition to delivering 
energy services reliably during strained system conditions, to which probabilities can be attached 
(e.g., plant outages, weather variability), a resilient energy system also must be resistant to larger 
scale shocks to which it is difficult to attach probabilities . . . PJM recently concluded that 
“reliability attributes supplied through generation and other resources . . . support reliability” and 
“the maintenance or assurance of these attributes into the future are important to resilience 
mitigation.”Fuel diversity and security are key components of a resilient grid. PJM 
acknowledged the connection between diversity and resiliency when it committed to “analyz[ing] 
future trends in resource mix and their impacts on both reliability and resilience.”As PJM’s 
market monitor stated, “[sjignificant reliance on specific fuels, including nuclear, coal and gas 
means that markets are at risk from a significant disruption in any one fuel.”^^^ 

NERC goes further, recognizing not only the importance of fuel diversity in maintaining a 
resilient energy system,but also the critical contributions of nuclear and coal-fired resources to 
mitigating risks to the electric grid. Overreliance on natural gas, by contrast, increases risk to 
the electric grid because, as NERC states, “within a relatively short time, a major failure” in the 
natural gas transmission system “could result in a loss of electric generating capacity that could 
exceed the electric reserves available to compensate for these losses.”As explained by Dr. 
Henry Chao, Executive Advisor and Vice President at Quanta Technology and former Vice 
President at New York Independent System Operator (“NYISO”): “Abundant supplies of natural 
gas provide many advantages to electric consumers, but. . . natural gas delivery systems lack the 
reliability and redundancy of the bulk electric system. Specifically, there are no systematic 
reliability criteria for natural gas delivery system planning and operations; whereas the electric 
power industry has mandatory reliability standards that are developed and enforced by NERC.” 

PJM Interconnection, PJM’s Evolving Resource Mix and System Reliability 33 (Mar. 30, 2017). 

PJM Comments at 46. 

Id. 

>3* 2017 PJM Report at 5. 

N. Am. Elec. Reliability Core., Synopsis of NERC Reliability Assessments: The Changing Res. Mix 
AND THE Impacts of Conventional Generation Retirements 4 (May 9, 2017) (“Fuel diversity provides a 
fundamental benefit of increased resilience. . . . Areas with limited fuel and/or limited resource diversity may be 
challenged and should increase their attention to resiliency planning . . . .”). 

Id. (“Coal and nuclear resources, by design, are designed for low cost O&M and continuous operation. However, 
it is not the economics nor the fuel type that make these resources attractive from a reliability perspective. Rather, 
these conventional steam-driven generation resources have low forced and maintenance outage hours traditionally 
and have low exposure to fuel supply chain issues.”); id. at 2 (“Coal-fired and nuclear generation have the added 
benefits of high availability rates, low forced outages, and secured on-site fuel. Many months of on-site fuel 
allow these units to operate in a manner independent of supply chain disruptions.”). 

N. Am. Elec. Reliability Corp., 2013 Special Reliability Assessment: Accommodating An Increased 
Dependence on Natural Gas for Electric Power; Phase II: A Vulnerability and Scenario 
Assessment for the North American Bulk Power System 3-4 (May 2013). 

FirstEnergy Comments, Ex. 6 (“Chao Aff ”) at 11, Grid Resiliency Pricing Rule, FERC Docket No. RM18-1-000 
(Oct. 23,2017). 
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Unless immediate action is taken, the continued retirement of nuclear and coal-fired 
generating units—by breeding greater dependence on generation fueled by natural gas, which is 
subject to supply disruptions, constrained pipeline capacity, a general inability to store fuel on¬ 
site, and competing demand from consumer heating in winter months—^will increasingly result in 
significant, negative outcomes for the approximately 65 million people living and working within 
the PJM footprint. These harmful consequences include increased electric price volatility, 
lessened grid resilience and dependability, uncertain electric security in the future, decreased 
economic stability, and severe job losses—especially in the coal sector—as both power plants and 
fuel suppliers declare bankruptcy and cease operations. Combined, these conditions are potentially 
disastrous for the electric grid and the economy. PJM itself recently found that as the “resource 
mix moves in the direction of less coal and nuclear generation, generator reliability attributes of 
frequency response, reactive capability and fuel assurance decrease. . . 

This is not idle speculation. As illustrated over the period of extreme cold in the eastern 
U.S. from December 27, 2017, through January 8, 2018, PJM was able to maintain reliability on 
its system in large part due to the strong performance from nuclear and coal-fired generators— 
performance that well exceeded those plants’ commitments in PJM’s capacity auction. In contrast, 
natural gas-fired plants were operating well below expected levels. Without these fuel-secure 
baseload generating resources, many of which are facing imminent retirement, the outcome may 
have been much different. And with temperatures well below freezing throughout virtually all of 
PJM during this time, a different outcome could have been catastrophic to public health and safety. 

The challenges are not limited to just PJM, but are rampant in competitive electric markets 
throughout the Nation. While traditional vertically integrated utilities continue to provide safe, 
reliable, and affordable electric generation service every day, areas with RTO markets face 
problems resulting from the failure to recognize the importance of fuel security and fuel diversity. 
These incidents provide insight into vulnerabilities potentially facing PJM: 

February 26, 2008 Wind Decrease in ERGOT : An unexpected drop in wind generation 
coupled with a demand increase from cold weather caused ERGOT to have to cut service to large 
industrial customers. ERGOT had 10 minutes to curtail nearly three percent of the system load 
to avoid blackouts. 


PJM Interconnection, PJM’s Evolving Res. Mix and System Reliability 5 (Mar. 30, 2017). 

Eileen O’Grady, Loss of Wind Causes Texas Power Grid Emergency, Reuters (Feb. 27, 2008), 
http://www.reuters.com/article/us-utilities-ercot-wind-idUSN2749522920080228?feedType=RSS&feedName= 
domesticNews&rpc=22&sp=true; E. Ela & B. Kirby, Nat’l Renewable Energy Lab., ERGOT Event on 
February 26,2008: Lessons Learned (July 2008), http://www.nrel.gov/docs/fy08osti/43373.pdf. 

See Eileen O’Grady, Loss of Wind Causes Texas Power Grid Emergency, Reuters (Feb. 27, 2008), 

http://www.reuters.com/article/us-utilities-ercot-wind-idUSN2749522920080228?feedType=RSS&feedName= 

domesticNews&rpc=22&sp=true. 
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February 2011 Cold Weather in ERCOT : Rolling blackouts affected 3.2 million customers 
and, had ERCOT not shed load, a widespread, uncontrolled blackout would have occurred. 

New England ISO Winter Reliability Program : Since 2014, the New England Independent 
System Operator Inc. (“ISO New England”) has had to establish winter reliability programs in an 
attempt to ensure continued operation of natural gas-fired generators during periods of cold 
weather. Pipeline capacity issues, first identified in 2004, remain issues today and have yet to 
be solved by the competitive marketplace. As ISO New England recently noted, “[i]n New 
England, the most significant resilience challenge is fuel security—or the assurance that power 
plants will have or be able to obtain the fuel they need to run, particularly in winter—especially 
against the backdrop of coal, oil, and nuclear unit retirements, constrained fuel infrastructure, and 
the difficulty in permitting and operating dual-fuel generating capability.”ISO New England 
thus concluded that “while New England is meeting its resource adequacy requirements for 
capacity—which are based on expected summer peak demands—with the market mechanisms that 
are in place today, from an energy availability standpoint, the shift from generators with on-site 
fuel to generators relying on ‘just-in-time’ fuel delivery is challenging the system’s adequacy and, 
therefore, its resilience, particularly during winter peak demands.” Indeed, in nearly all of the 
fuel mix scenarios studied by ISO New England, there would be “[ejnergy shortfalls due to 
inadequate fuel.. . requiring frequent use of emergency actions to keep power flowing and protect 
the grid.”'^' These emergency actions could include rolling blackouts. 

2016-2017 Aliso Canyon in CAISO : A leak at the Aliso Canyon natural gas storage facility 
was discovered in October 2015, causing the facility to close to subsequent injections until July 
2017.^^^ Although Aliso Canyon continues to operate, the California Public Utilities Commission 


Federal Energy Regulatory Comm’n & N. Am. Elec. Reliability Corp., Report on Outages and 
Curtailments During the Southwest Cold Weather Event of February 1-5,2011 1 (2011). 

Press Release, ISO New England, Winter 2015/2016: Sufficient Power Supplies Expected to Be Available (Dec. 
1, 2015), available at https://www.iso-ne.com/static- 

assets/documents/2015/12/2015120 l_winter_outlook_release_final.pdf 

Peter Brandien, Vice President, Operations, ISO New England, Panel Discussion Remarks at 1, Winter 2016- 
201 7 Operations and Market Performance in Regional Transmission Orgs. and Indep. Sys. Ops. , FERC Docket 
No. AD16-24-000 (Oct. 20, 2016). 

ISO New England, Response of ISO New England at 1, Grid Resilience in Regional Transmission Organizations 
and Independent System Operators, FERC Docket No. AD18-7-000 (Mar. 9, 2018). 

>50 Mat 8. 

M, Attachment A at 4-5. 

Id. In contrast to PJM, which is looking to FERC for guidance and direction, ISO New England is taking initiative 
and studying fuel security issues. Id. at 26. 

Rob Nikolewski, Utility Resumes Injections at Aliso Canyon, Site of Massive Gas Leak, San Diego Union- 
Tribune (Aug. 1, 2017), http://www.sandiegouniontribune.eom/business/sd-fi-aliso-reinjections-20170801- 
story html. 
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has opened a proceeding “to determine the feasibility of minimizing or eliminating the use of [the 
facility]”and legislation was introduced to shut down the facility. 

May 3, 2017 CAISO Emergency : Normal system operations quickly turned into an 
emergency when energy imports failed to materialize. The impacts were heightened as the daily 
rapid decline of solar power occurred as eyening approached. The California Independent 
System Operator Inc. (“CAISO”) had minutes to deploy emergency reseryes and quickly went 
from normal system operations to a Stage 1 Emergency. 

Natural Gas Plant Bankruptcies : In 2016, two large natural gas-fired plants in California, 
totaling 1,778 MW, declared bankruptcy because they could not make sufficient reyenues in the 
CAISO wholesale markets. In 2017, Panda Temple Power’s 758 MW natural gas plant in Texas 
filed for bankruptcy.GenOn Energy, with oyer 9,000 MW of gas-fired generation, filed for 
bankruptcy in 2017 as well,'^' and recently announced the retirement of three gas-fired power 
plants located in Southern California due to “economic reasons.” 

D, Emergency Action by the Secretary Is Required 

Although EERC complied with the directiye of the Secretary pursuant to Section 403 of 
the DOE Organization Act in issuing a Notice of Proposed Rulemaking addressing these issues, 
it has failed to undertake any action that will stem the tide of plant closures and thus preyent the 
impending crisis. You yourself said that “it is [EERC’s] immediate responsibility to take action 


Cal. Pub. Utils. COMM’n, Aliso Canyon Well Failure Order Instituting Investigation, 
http://www.cpuc.ca.gov/AlisoOII/ (last visited Mar. 22, 2018). 

Chris Megerian, Proposal Would Close Aliso Canyon—But Not for A Decade, L.A. Times (Sept. 14, 2017), 

http://www.latimes.com/politics/essential/la-pol-ca-essential-politics-updates-aliso-canyon-leak-1505427333- 

htmlstory.html. 

Jason Fordney, California Grid Emergency Comes Days After Reliability Warning, RTO INSIDER (May 8, 2017). 
>57 Id. 

>5* Id. 

>5® Herman K. Trabish, As Gas Plants Struggle, California Seeks New Flexible Capacity Strategies, UTILITY DWE 
(June 27, 2017), http://www.utilitydive.com/news/as-gas-plants-struggle-califomia-seeks-new-flexible-capacity- 
strategies/445760/. 

>“ Id.', Cody Weems, Panda Temple I Plant Files for Chapter 11 Bankruptcy, Temple Daily Telegram (May 11, 

2017) , http://www.tdtnews.com/news/article_efa76536-36a3-l le7-8b73-034537689093 html. 

>®> Herman K. Trabish, As Gas Plants Struggle, California Seeks New Flexible Capacity Strategies, UTILITY DlYE 
(June 27, 2017), http://www.utilitydive.com/news/as-gas-plants-struggle-califomia-seeks-new-flexible-capacity- 
strategies/445760/; see also Andrew Scurria & Patrick Fitzgerald, GenOn Energy Files for Chapter II 
Bankruptcy Protection, WALL St. J. (June 14, 2017), https://www.wsj.com/articles/genon-energy-fdes-for- 
chapter-1 l-bankruptcy-protection-1497445051. 

>“ Samantha Masunaga, NRG Subsidiary to Close Three Power Plants in Southern California, L.A. Times (Mar. 9, 

2018) , http://www.latimes.eom/business/la-fi-nrg-plants-20180309-story.html. 

Grid Resiliency Pricing Rule, 82 Fed. Reg. 46,940 (Oct. 10, 2017). 
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to ensure that generation resources with on-site fuel supplies and the ability to provide essential 
energy and ancillary reliability services including voltage support, frequency services, operating 
reserves, and reactive power are fully valued. . . But FERC failed to do so and there is no 
indication that meaningful and substantive action by FERC will come in time to stem the tide of 
plant closures. 

The DOE correctly recognized that the “recent Polar Vortex, as well as the devastation 
from Superstorm Sandy and Hurricanes Harvey, Irma, and Maria, reinforces the urgency that 
[FERC] must act now.”'^^ Further, as you observed, “over the past several years, [FERC] has 
developed an extensive record on price formation [issues] in [FERC] approved ISOs and 
RTOs.”^^^ And, as you recently noted, “[t]he voluminous comments filed in the [FERC NOPR] 
proceeding provide substantial evidence of, and otherwise confirm, the threat to the nation’s 
electricity grid and the urgent need for [FERC] action to reform market rules to preserve fuel- 
secure generation resources.”Despite the urgency and its extensive record, FERC has failed to 
take the action necessary to address the emergency in PJM. 

As you correctly noted, “it is especially urgent to prevent premature retirements of the 
resources that have these critical [fuel-secure] attributes. As a result of FERC’s and the RTOs’ 
failure to address this crisis, swift and decisive action is needed now to address this imminent loss 
of nuclear and coal-fired baseload generation and the threat to the electric grid that this loss poses. 
The Secretary needs to immediately issue an emergency order, pursuant to his authority under 
section 202(c) of the Federal Power Act, 16 U.S.C. § 824a(c), to ensure that baseload nuclear and 
coal-fired generators in PJM do not retire prematurely and are fully compensated for the benefits 
and services that they provide, as more fully described in Section II.B above. The order should 
find that an emergency exists because of the recent and imminent critical reduction in nuclear and 
coal-fired generation capacity, which threatens generation diversity, resiliency, dependability, and 
electric security in PJM. As this winter’s events revealed, without the availability of these critical, 
fuel-secure plants during extreme weather events (which can happen at any time during the year— 
not just in the winter), the PJM grid will likely experience reliability issues. 

E, Information Required by Section 205,373 

Applicants provide below the information called for by Section 205.373 of DOE’s 
regulations.'^^ To be clear. Applicants’ request in this application applies to all eligible plants in 


Secretary Extension Letter at 1. 

Dep’t of Energy, Notice of Proposed Rulemaking to FERC at 11 (Sept. 28, 2017). 

Secretary NOPR Letter at 6. 

Secretary Extension Letter at 1. 

Secretary NOPR Letter at 1. 

10 C.F.R. § 205.373. Certain elements of Section 205.373 address the circumstances of an applicant facing a 
shortage of real power and the prospect of firm customer curtailment, but do not address the emergency 
circumstances described herein, which involve a threat to the system more broadly. Applicants have indicated 
where these requirements are not applicable to the circumstances at hand. 
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PJM, not just those that they themselves own and operate. However, at this time Applicants only 
possess the required information for their own plants. To address this fact. Applicants request that 
the Secretary require PJM to obtain such information immediately from all eligible generators and 
begin negotiating agreements for the continued operation and appropriate compensation of such 
units. 


a) 


b) 


c) 


d) 

1) Daily peak load and energy requirements for each of the past 30 days, and 

projections for each day of the Emergency Period. These requirements are 
not applicable to Applicants’ request, which contemplates relief on a broad 
scale. Nonetheless, Applicants provide as Attachment B a chart showing 
the monthly output of nuclear and coal-fired generation in PJM for the 
period 2012 through 2017. 

2) All capacity and energy receipts or deliveries to other electric utilities for 

each of the past 30 days. Applicants respectfully submit that such 
information is not applicable to the present application. 

3) The status of all interruptible customers for each of the past 30 days, and 

anticipated status during the Emergency Period. Applicants respectfully 
submit that such information is not applicable to the present application. 
Applicants are requesting emergency relief to avoid the interruption of 
power supply to the 65 million customers in the PJM footprint. 


Legal name of applicants . The applicants are FirstEnergy Generation, LEG, 
EirstEnergy Nuclear Generation, EEC, EirstEnergy Nuclear Operating Company, 
and EirstEnergy Generation Mansfield Unit 1 Corp. This application refers to these 
entities, collectively, as “Applicants.” 

Person to whom correspondence should be addressed . Correspondence with 
respect to this application should be directed to the following persons: 


William S. Scherman 
Partner 

Gibson, Dunn & Crutcher EEP 
1050 Connecticut Avenue, N.W. 
Washington, DC 20036 
Tel: (202) 887-3510 
Pax: (202) 530-9557 
wscherman@gibsondunn.com 


Rick C. Giannantonio 
General Counsel 
EirstEnergy Solutions Corp. 

76 South Main Street 
Akron, OH 44308 
Tel: (330) 384-5893 
Pax: (330) 384-3875 
giannanr@firstenergycorp .com 


Political subdivisions in which applicants operate and conduct business . 

Applicants own and operate certain nuclear and coal-fired generation assets, and 
provide energy-related products and services to retail and wholesale customers, in 
the states of Ohio and Pennsylvania. 


Baseline data. 
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4) All scheduled capacity and energy receipts or deliveries to other electric 

utilities during the Emergency Period. Applicants respectfully submit that 
such information is not applicable to the present application. 

e) A description of the emergency situation, any contingency plan, and the current 

level of implementation . The emergency situation faced by PJM and consumers of 
electric energy within its footprint is described above in Section I and Section II.B. 
Applicants do not have any contingency plan to provide power to the PJM market 
and its 65 million customers absent an order of the Secretary in accordance with 
the emergency relief requested herein. As explained above, nuclear and coal-fired 
generating units in PJM are closing at an alarming rate, with efforts to “save” 
generation for energy security having failed. Implementation prior to the Secretary 
granting emergency relief is unworkable. 

f) A showing that adequate electric service to firm customers cannot be maintained 

without additional power transfers . As explained above, the recent and imminent 
shut-down of nuclear and coal-fired generating units in PJM puts at risk the ability 
to provide firm, reliable electric service within the PJM footprint without 
emergency action to maintain the operation of these generating facilities. 

g) A description of any conservation or load reduction actions that have been 

implemented . PJM has implemented limited demand response efforts in recent 
years,but these efforts, and future similar ones, cannot come close to replacing 
the nuclear and coal-fired generation at risk of loss. 

h) A description of efforts made to obtain additional power through voluntary means 

and the results of such efforts . Applicants respectfully submit that such information 
is not applicable to the present application because it is the responsibility of PJM, 
not Applicants, to balance load and resources within the PJM footprint. PJM’s 
efforts to obtain additional power through voluntary means has been limited to 
market redesign efforts, such as Capacity Performance, which have failed to add 
sufficient fuel-secure generating capacity to the PJM market. Additionally, PJM is 
“fuel neutral” and has undertaken no effort to maintain nuclear and coal-fired 
generation, which provides fuel diversity and helps ensure sufficiency of supply 
during times of spiking demand such as that experienced this past winter. 

i) A listing of proposed sources and any amounts of power necessary from each 

source to alleviate the emergency and a listing of any other “entities” that may be 

directly affected by the requested order . See Attachment A for listing of nuclear 
and coal-fired generation facilities in PJM. Applicants submit that firm power 
supply agreements between PJM and the owners of each nuclear and coal-fired 
generating facility in PJM satisfying the criteria set forth in Section ILF are 
necessary to alleviate the emergency. Such generating facilities provide significant 
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See PJM Markets FAQ, PJM, https://leam.pjm.com/three-priorities/buying-and-selling-energy/markets-faqs.aspx 
(last visited Mar. 22, 2018). 
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benefits to energy markets and the public at large, including fuel security and 
diversity, but receive no reliable cost support and, instead, must rely on PJM’s 
power markets which fail to compensate these generators for the full value of the 
benefits that they provide. 

j) Specific proposals to compensate the supplying “entities” for the emergency 

services requested and to compensate any transmitting “entities” for services 

necessary to deliver such power . Applicants propose that, as long as an emergency 
continues to exist, subject generators and PJM shall operate pursuant to contracts 
developed and agreed upon by the parties themselves. As explained below, in the 
event that PJM and the generators are unable to agree to the contractual terms 
within fifteen (15) days of the issuance of the order, then Applicants request that 
the Secretary step in and determine the just and reasonable compensation and 
conditions. 

k) A showing that, to the best of the applicant’s knowledge, the requested relief will 

not unreasonably impair the reliability of any “entity” directly affected by the 

requested order to render adequate service to its customers . The relief requested by 
Applicants is to secure the reliability of every entity and customer located within 
PJM’s boundaries; no entities are expected to be reasonably or unreasonably 
impaired by the requested relief Indeed, the requested relief is designed to enhance 
the ability of the subject generators and PJM to serve customers. 

l) Description of the facilities to be used to transfer the requested emergency service 

to the applicant’s system . In order to retain the electric generation necessary to 
prevent and alleviate the emergency, the Secretary’s order pursuant to Section 
202(c) should apply to nuclear and coal-fired generators located within the PJM 
footprint that have a supply of fuel on-site sufficient to allow twenty-five (25) days 
of operation at full output, that are substantially compliant with all applicable 
federal, state, and local environmental laws and regulations, and that do not recover 
any of their capital or operating costs through rates regulated by a duly authorized 
state regulatory authority, municipal government, or energy cooperative. Such 
generating facilities provide significant benefits to energy markets and the public 
at large, including fuel security and diversity, but receive no reliable cost support 
and, instead, must rely on PJM’s power markets which fail to compensate these 
generators for the full value of the benefits that they provide. Attachment A 
provides a listing of all nuclear and coal-fired generation facilities in PJM but only 
some of these facilities will likely satisfy the above criteria. 

m) A general or key map on a scale not greater than 100 kilometers to the centimeter 

showing, in separate colors, the territory serviced by each “entity” named in the 

application; the location of the facilities to be used for the generation and 
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Although PJM’s markets fail to adequately compensate nuclear and coal-fired generators for the benefits that they 
provide, a subset of these generators may nevertheless recover their costs plus an acceptable rate of return through 
other regulatory mechanisms. 
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transmission of the requested emergency service; and all connection points between 

systems . Insofar as this application seeks action by the Secretary regarding all 
eligible plants in PJM, the type of map specifically requested is not relevant to this 
application. Nonetheless, Applicants attach as Attachment C a map of the PJM 
territory, and as Attachment D a map of Applicants’ nuclear and coal-fired 
generating facilities. In addition, attached as Attachment E is a map issued by the 
PJM Market Monitor showing actual and planned retirements generating units from 
2011 through 2020. 

n) An estimate of the construction costs of any proposed temporary facilities and a 

statement estimating the expected operation and maintenance costs on an 

annualized basis . Applicants respectfully submit that such information is not 
applicable to the present application. Due to the nature of Applicants’ requested 
relief, there are no anticipated construction costs, and annualized operation and 
maintenance costs will remain roughly the same for subject facilities. 

F, Requested Order 

Applicants respectfully request that DOE issue an emergency order directing (i) the subject 
baseload nuclear and coal-fired generators to enter into contracts and all necessary arrangements 
with PJM, on a plant-by-plant basis, to generate, deliver, interchange, and transmit electric energy, 
capacity, and ancillary services to maintain fuel diversity and grid dependability and resiliency 
within the PJM region and (ii) PJM to pay such qualifying generating facilities just and reasonable 
cost-based rates that provide for full cost recovery consistent with ratemaking standards and 
principles or as otherwise necessary to ensure continued operations. In addition, the order should 
direct PJM to begin negotiating immediately with such generators on the terms of such supply. 

Applicants respectfully request that each baseload generator eligible to participate— 
nuclear and coal-fired generators located within the PJM footprint that have a supply of fuel on¬ 
site sufficient to allow twenty-five (25) days of operation at full output, that are substantially 
compliant with all applicable federal, state, and local environmental laws and regulations, and that 
do not recover any of their capital or operating costs through rates regulated by a duly authorized 
state regulatory authority, municipal government, or energy cooperative—be compensated with 
just and reasonable rates that provide for full recovery of its fully allocated costs and a fair return 
on equity. The compensable costs used to establish this amount shall include, but are not 
necessarily limited to, operating expenses, costs of capital and debt, and a fair return on equity and 
investment. Just and reasonable rates shall provide for (a) full cost recovery consistent with 
ratemaking standards and principles or (b) full recovery of all costs necessary to ensure continued 
operations.If PJM and the owners are unable to agree to the contractual terms within fifteen 


Certain nuclear and coal-fired units have, for financial reporting purposes, impaired the generating asset values 
based on the expectation that market revenues would not be sufficient to provide a return of and on invested 
capital. The fact that these assets were impaired for financial reporting purposes does not change the amount that 
was invested in the plant nor does it relieve their owners from their obligations to bondholders. As a result, the 
traditional cost-of-service model needs to be modified to allow cost recovery based on pre-impairment asset 
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(15) days of the issuance of the order, then Applicants request that the Secretary step in and 
determine the just and reasonable compensation and conditions. 

Applicants request that payments begin on the effective date of each contract, and service 
under the contracts begin no later than sixteen (16) days after the issuance of the Order. If no 
agreement as to terms has been reached by this time, then the payment that the eligible generators 
receive for such service will be subject to true-up based on the just and reasonable rate that is 
ultimately prescribed. 

Applicants request that the order become effective immediately and that, at a minimum, 
the order should remain in effect for four (4) years from the date of issuance or until the Secretary 
determines that the emergency has ceased to exist because the PJM markets have been fixed to 
properly compensate these units for the resiliency and reliability benefits that they provide, 
whichever is later. Further, because the eligible nuclear and coal-fired generators must continue 
to substantially comply with all applicable federal, state, and local environmental laws and 
regulations, the provision in Section 202(c) limiting the duration to a 90-day period is not 
applicable. 


values or it needs to modified to allow a return on equity on the post-impairment asset value with an additional 
allowance for recovery of maturing debt in addition to interest expense. 

' The Secretary has very broad authority to order “temporary connections of facilities and such generation, delivery, 

interchange, or transmission of electric energy as in [his] judgment will best meet the emergency and serve the 
public interest.” 16 U.S.C. § 824a(c)(l). As prior 202(c) orders reflect, “temporary” emergencies may vary 
greatly in length and may even be open ended. Indeed, in Cross-Sound Cable, the Secretary initially issued an 
order with a duration from August 14, 2003 until September 1, 2003, but later extended the order “until such time 
as the emergency identified in this order cease[d] to exist. . . .” Order No. 202-03-2 (Dep’t of Energy Aug. 28, 
2003). In addition, the Secretary’s initial order to Mirant Corporation in 2005 lasted nearly 10 months. Order 
No. 202-05-3, D.C. Pub. Serv. Comm ’n, Docket No. EO-05-01, at 10 (Dep’t of Energy Dec. 20, 2005). 

See 16 U.S.C. § 824a(c)(4)(A) (limiting the duration of a Section 202(c) order to 90 days if such order “may result 
in a conflict with a requirement of any Federal, State, or local environmental law or regulation”). 
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III. CONCLUSION 

The time for talk is over. We find ourselves at a crisis point where significant baseload 
generation will cease to exist in RTO markets without quick and decisive intervention. Baseload 
generation does not have the luxury of time; the personal health and safety, economic 
development, jobs and livelihood of the communities where they are located, as well as our 
national security, hang in the balance. 

It would also be a grave mistake to assume that there is no immediate emergency requiring 
immediate action now that winter is over. Premature nuclear and coal-fired plant closures kn ow 
no season—as the announcement yesterday that FirstEnergy Solutions will deactivate over 4,000 
MW of nuclear generation shows. The resilience and security of the electric grid can be 
jeopardized at any moment by any high-impact event—not just those that are weather driven. The 
health, safety, and welfare of the Nation, as well as our economic and physical well-being must be 
protected at all times from all potential threats to our electric grid. 

As explained herein. Applicants respectfully request that the Secretary utilize the authority 
granted to DOE under Section 202(c) of the Eederal Power Act and immediately issue the 
emergency order described above. Such quick and decisive intervention is necessary to avoid a 
crisis point where such baseload generation will cease to exist in RTO markets, and to ensure that 
nuclear and coal-fired generators operating within PJM are compensated fairly for their costs and 
the benefits that they provide such that they can continue to operate and ensure a dependable, 
affordable, safe, secure, and clean supply of electricity. 


Respectfully submitted. 



William S. Scherman 
Jeffrey M. Jakubiak 
Jennifer C. Mansh 
Gibson, Dunn & Crutcher EEP 
1050 Connecticut Avenue, N.W. 
Washington, DC 20036 
Tel: (202) 887-3510 
wscherman@gibsondunn.com 
jj akubiak@gibsondunn.com 
jmansh@gibsondunn.com 


Rick C. Giannantonio 
General Counsel 
EirstEnergy Solutions Corp. 

76 South Main Street 
Akron, OH 44308 
Tel: (330) 384-5893 
giannanr@firstenergycorp.com 


Counsel for Applicants 


cc: Bruce J. Walker, Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 

Patricia A. Hoffman, Principal Deputy Assistant Secretary, DOE Office of Elec. Delivery 
& Energy Reliability 
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CERTIFICATE OF SERVICE 


I hereby certify that, in accordance with 10 C.F.R. § 205.372,1 have or will shortly cause 
copies of the foregoing documents to be served on the parties listed below by causing copies of 
the same to be sent via overnight delivery. 

Federal Energy Regulatory Commission 

Delaware Public Service Commission 

Illinois Commerce Commission 

Indiana Utility Regulatory Commission 

Kentucky Public Service Commission 

Maryland Public Service Commission 

Michigan Public Service Commission 

State of New Jersey Board of Public Utilities 

North Carolina Utilities Commission 

Public Utilities Commission of Ohio 

Pennsylvania Public Utilities Commission 

Tennessee Public Utility Commissions 

Commonwealth of Virginia State Corporation Commission 

Public Service Commission of West Virginia 

New York Public Service Commission 

Public Service Commission of the District of Columbia 

PJM Interconnection 

ReliabilityFirst Corp. 

SERC Reliability Corporation 

AES Warrior Run 

Avon Lake 

B L England 

Beaver Valley 

Birchwood Power 

Braidwood Generation Station 

Brandon Shores 

Brunner Island 

Byron Generating Station 

Calvert Cliffs Nuclear Power Plant 

Cardinal 

Chalk Point 

Chambers Cogeneration LP 

Chesterfield 

Cheswick Power Plant 

Clover 

Conemaugh 

Conesville 

Cooper 

Covington Facility 
CP Crane 


Davis Besse 
Dickerson 
Donald C Cook 
Dover 

Dresden Generating Station 

East Bend 

Edgecombe Genco 

EirstEnergy Bruce Mansfield 

EirstEnergy Eort Martin Power Station 

EirstEnergy Harrison Power Station 

EirstEnergy Pleasants Power Station 

EirstEnergy W H Sammis 

General James M Gavin 

H L Spurlock 

Herbert A Wagner 

Homer City Generating Station 

Indian River Generating Station 

Ingredion Incorporated 

J M Stuart 

James River Genco 

John E Amos 

Joliet 9 

Joliet 29 

Keystone 

Killen Station 

Kincaid 

LaSalle Generating Station 
Limerick 

Logan Generating Company 
Longview Power Plant 
Luke Mill 

Mecklenburg Power Station 
Miami Port 
Mitchell (WV) 

Morgantown Generating Plant 

Mountaineer 

Mt Storm 

North Anna 

Orrville 

Oyster Creek 

P H Glatfelter 

P H Glatfelter Chillicothe Pacility 

Painesville 

Peach Bottom 

Perry 

Powerton 


PSEG Hope Creek Generating Station 

PSEG Salem Generating Station 

Quad Cities Generating Station 

Radford Army Ammunition Plant 

Roekport 

Spruanee Geneo 

Surry 

TalenEnergy Montour 
TalenEnergy Susquehanna 
Tennessee Eastman Operations 
Three Mile Island 
University of Notre Dame 
Virginia City Hybrid Energy Center 
W H Zimmer 
Waukegan 

Wausau Paper Middletown 
Whitewater Valley 
Will County 
Yorktown 


/s/ {^/niito^zAen. SwitA _ 

Christopher Smith 

Gibson, Dunn & Cruteher LLP 

1050 Conneetieut Avenue, N.W. 

Washington, DC 20036 

Tel: (202) 887-3764 

esmith@gibsondunn.eom 



ATTACHMENT A 

NUCLEAR AND COAL-FIRED GENERATING UNITS IN PJM 
(NAMEPLATE CAPACITY) 


Facility 

Primary Owner (per EIA) 

Coal 

(MW) 

Nuclear 

(MW) 

AES Warrior Run 

AES WR Ltd Partnership 

229 


Avon Lake 

NRG Power Midwest LP 

680 


Beaver Valley 

FirstEnergy Nuclear Operating Co. 


1846.8 

Birchwood Power 

Birchwood Power Partners LP 

258.3 


Braidwood Generation Station 

Exelon Nuclear 


2449.8 

Brandon Shores 

Raven Power Holdings EEC 

1370 


Brunner Island 

Brunner Island EEC 

1616.1 


Byron Generating Station 

Exelon Nuclear 


2449.8 

Calvert Cliffs Nuclear Power Plant 

Exelon Nuclear 


1828.7 

Cardinal 

AEP Generation Resources Inc. 

1880.4 


Chalk Point 

NRG Chalk Point EEC 

728 


Chambers Cogeneration LP 

US Operating Services Company 

285 


Chesterfield 

Virginia Electric & Power Company 

1352.9 


Cheswick Power Plant 

NRG Power Midwest LP 

637 


Clover 

Virginia Electric & Power Company 

848 


Conemaugh 

GenOn Northeast Management Co. 

1872 


Conesville 

AEP Generation Resources Inc. 

1729.3 


Cooper 

East Kentucky Power Coop, Inc. 

344 


Covington Facility 

MeadWestvaco Corp. 

44.5 


CP Crane 

Raven Power Holdings EEC 

399.8 


Davis Besse 

FirstEnergy Nuclear Operating Co. 


925.2 

Dickerson 

GenOn Mid-Atlantic EEC 

588 


Donald C Cook 

Indiana Michigan Power Company 


2285.3 

Dover 

City of Dover, Ohio 

27.5 


Dresden Generating Station 

Exelon Nuclear 


2018.6 

East Bend 

Duke Energy Kentucky Inc. 

772 


Edgecombe Genco 

Edgecombe Operating Services EEC 

114.8 


FirstEnergy Bruce Mansfield 

FirstEnergy Generation Corp. 

2741.1 


FirstEnergy Fort Martin Power Station 

Monongahela Power Company 

1152 


FirstEnergy Harrison Power Station 

Allegheny Energy Supply Co EEC 

2052 


FirstEnergy Pleasants Power Station 

Allegheny Energy Supply Co EEC 

1368 


FirstEnergy W H Sammis 

FirstEnergy Generation Corp. 

2455.6 


General James M Gavin 

AEP Generation Resources Inc. 

2600 


H L Spurlock 

East Kentucky Power Coop, Inc. 

1608.5 


Herbert A Wagner 

Raven Power Holdings EEC 

495 











































Facility 

Primary Owner (per EIA) 

Coal 

(MW) 

Nuclear 

(MW) 

Homer City Generating Station 

NRG Homer City Services LLC 

2012 


Indian River Generating Station 

Indian River Operations Inc. 

445.5 


Ingredion Incorporated 

Ingredion Inc. - Illinois 

45 


J M Stuart 

Dayton Power & Light Company 

1841.4 


James River Genco 

Hopewell Operating Services LLC 

114.8 


John E Amos 

Appalachian Power Company 

2932.6 


Joliet 9 

Midwest Generations EME LLC 

360.4 


Joliet 29 

Midwest Generations EME LLC 

1320 


Keystone 

GenOn Northeast Management Co. 

1872 


Killen Station 

Dayton Power & Light Company 

660.6 


Kincaid 

Dynegy Kincaid Generation 

1319 


LaSalle Generating Station 

Exelon Nuclear 


2340 

Limerick 

Exelon Nuclear 


2277 

Logan Generating Company 

US Operating Services Company 

242.3 


Longview Power Plant 

Longview Power, LLC 

807.5 


Luke Mill 

NewPage Corp-Luke 

65 


Mecklenburg Power Station 

Virginia Electric & Power Company 

139.8 


Miami Fort 

Dynegy Miami Fort 

1114.8 


Mitchell (WV) 

Kentucky Power Company 

1632.6 


Morgantown Generating Plant 

GenOn Mid-Atlantic LLC 

1252 


Mountaineer 

Appalachian Power Company 

1300 


Mt Storm 

Virginia Electric & Power Company 

1662.4 


North Anna 

Virginia Electric & Power Company 


1959.4 

Orrville 

City of Orrville, Ohio 

84.5 


Oyster Creek 

Exelon Nuclear 


550 

P H Glatfelter 

P H Glatfelter Company 

70.4 


P H Glatfelter Chillicothe Facility 

P H Glatfelter Company 

27.2 


Painesville 

City of Painesville 

53.5 


Peach Bottom 

Exelon Nuclear 


2621.8 

Perry 

FirstEnergy Nuclear Operating Co. 


1311.6 

Powerton 

Midwest Generations EME LLC 

1785.6 


PSEG Hope Creek Generating Station 

PSEG Nuclear LLC 


1290.7 

PSEG Salem Generating Station 

PSEG Nuclear LLC 


2340 

Quad Cities Generating Station 

Exelon Nuclear 


2018.6 

Radford Army Ammunition Plant 

U S Army-Radford 

24 


Rockport 

Indiana Michigan Power Company 

2600 


Spruance Genco 

Spruance Genco LLC 

229.6 


Surry 

Virginia Electric & Power Company 


1695 

TalenEnergy Montour 

TalenEnergy Montour LLC 

1775.1 


TalenEnergy Susquehanna 

TalenEnergy Susquehanna LLC 


2596 


2 














































Facility 

Primary Owner (per EIA) 

Coal 

(MW) 

Nuclear 

(MW) 

Tennessee Eastman Operations 

Eastman Chemical Company 

194.3 


Three Mile Island 

Exelon Nuclear 


980.8 

University of Notre Dame 

University of Notre Dame 

16.4 


Virginia City Hybrid Energy Center 

Virginia Electric & Power Company 

668 


W H Zimmer 

Dynegy W H Zimmer 

1425.6 


Waukegan 

Midwest Generations EME EEC 

681.7 


Wausau Paper Middletown 

Wausau Paper Middletown 

7.5 


Whitewater Valley 

City of Richmond, Indiana 

93.9 


Will County 

Midwest Generations EME EEC 

598.4 


Y orktown 

Virginia Electric & Power Company 

375 


Sources: 2016 Form EIA-860 Data (units with primary fuel of nuclear, or bituminous, refined, or 
subbituminous coal); PJM, FUTURE Deactivations (Feb. 26, 2018), http://www.pjm.com/- 
/media/planning/gen-retire/pending-deactivation-requests.ashx?la=en. 
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ATTACHMENT E 

ACTUAL AND PLANNED GENERATION RETIREMENTS IN PJM, 2011-2020 
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Source: Monitoring Analytics LLC, State of the Market Report for PJM, 2017, 
http://www.monitoringanalytics.com/reports/PJM_State_of_the_Market/2017.shtml, 
Figure 12-1. 




Unit identification for map of PJM unit retirements, 2011 through 2020 
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Source: Monitoring Analytics LLC, State of the Market Report for PJM, 2017, 
http://www.monitoringanalytics.com/reports/PJM_State_of_the_Market/2017.shtml, Table 12-6. 










































































Document 3 


KemgjrJJ^Je^CONTO) 


From: 

Sent 

To: 

Subject: 


Lotto, Adficnnc 


rhuisday, March 29, 2018 4.'02 PM 

Walker. BruceiHoffman. Patfkia,Jeteza, Catherine 

202(c) Initial Response 


Importance; 


High 


All- 


Ptease see the initial draft letter. Please call me wfth any thoufhts or comments. 


□ 



Please recall there it a COB deadline 


Thanks, 

Adrienne 

Adrienne Lotto 

Chief of Staff for Assistant Secretary Bruce J. Walker 

Office of Electricity 

10(X> Independence Avenue, SW 

Room 8H-033 

Washington, DC 20S8S 

Tel: (202) S86-1117 


1 



March 29 , 2018 


William S. Scherman 
Partner 

Gibson, Dunn & Crutcher LLP 
1050 Connecticut Avenue NW 
Washington, DC 20036 

Rick C. Giannantonio 
General Counsel 
FirstEnergy Solutions Corp. 

76 South Main Street 
Akron, OH 44308 

Re: Request for Emergency Order Pursuant to Federal Power Act Section 202(c) 

Dear Sirs, 

I write to you on behalf of Secretary Perry. Please accept this letter as acknowledgement and 
receipt of your Request for an Emergency Order Pursuant to the Federal Power Act Section 202(c). 

Accordingly, my office will begin evaluating this request. 


Very truly yours. 


Bruce J. Walker 
Assistant Secretary 



Donjm<>nt 4 


KemgwJJ^JeJCONTO) 


From: 

Sent 

To: 

Cc: 


Subject 

Attachments; 


lotto, Adficnnc 

niwvlay. March 29, 2018 4.21 PM 

McCormack. Brian;Walker, Bruce.Maddox. Mafk.Wir\ber 9 , StevcrvHyneSi Shaylyn 
Mertezes. MaricCunnirtgham, S«an;Wilmot DarcHaus, Bob.Colgary, James;Hoffn«t\ 
Patrkia 
Rt 202c 

First Energy 202(c) Irtitial Response.3.29.18xiocx 


All- 


Please see the attached draft for review. 


Please call with at^y comments or suggestions and advise of the appropriate cc's. If any. 


Thank you m advance. 


Adrienne 



Chief of Sraff for Assisiaut Sccrclfuy Bnicc J. Wrtlkci 

Office of Ekcti icily 

lOOl) liwItfiHindeiice Avenue. SW 

Room 8H-033 

Washlnfitou. DC 20585 

Teh ( 202 ) 586.1117 


From: Lotto, Adrienne 

Sent: Thursday, March 29, 2018 12:31 PM 

To: McCormack, Brian <Brian.Mccormack9hq.doe.gov>; Walker, Bruce <Bruce.Walker^hq.doe.gov>; Maddox, Mark 
<MRMaddox#hq.doe.gov>; Winberg, Steven <Steven.Winberg@hq.do«.gov>, Hynes, Shaylyn 
<Shaylyn.Hynes@hq.doe.gov> 

Cc: Menezes, Mark <Mark.Menezes9hq.doe.gov>; Cunningham, Saan <Sean.Cunninghami 6 >hq.doe.gov>; Wiimot, Dan 
<Dan.Wilmot 9 hq.doe.gov>, Haus, Bob <Bob.Hau 39 hq.doe.gov>, Colgary, James <James.Colgary9hq.doe.gov>, 
Hoffman, Patriaa <Pat.Hoffmaniglhq.doe.gov> 

Subject: RE 202c 

Addrtionat clarification . Bruce 1 $ unavailable to call In between 3 30 and 4:30. 

I apologize for any inconvenience 

Chief of Staff for .\ss«ianl Sccrelaiy BnKe J Walker 


1 



Office of Electricity 
1000 Independence Avenue, SW 
Room 8H-033 
Washington, DC 20585 
Tel: (202) 586-1117 


From: McCormack, Brian 

Sent: Thursday, March 29, 2018 12:26 PM 

To: Lotto, Adrienne < Adrienne.Lotto(ahq.doe.gov >: Walker, Bruce < Bruce.Walker(Shq.doe.gov >: Maddox, Mark 
< MRMaddox(ahq.doe.gov >: Winberg, Steven < Steven.Winberg(ahq.doe.gov >: Hynes, Shaylyn 
< Shavlvn.Hvnes(5)hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(5)hq.doe.gov >: Cunningham, Sean < Sean.Cunningham(ahq.doe.gov >: Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Colgary, James < James.Colgary@hq.doe.gov >; 
Hoffman, Patricia < Pat.Hoffman@hq.doe.gov > 

Subject: RE: 202c 

Would prefer we huddle with team. When are you and Bruce free? 

From: Lotto, Adrienne 

Sent: Thursday, March 29, 2018 12:17 PM 

To: Walker, Bruce < Bruce.Walker@hq.doe.gov >; Maddox, Mark < MRMaddox@hq.doe.gov >; McCormack, Brian 
< Brian.Mccormack@hq.doe.gov >; Winberg, Steven < Steven.Winberg@hq.doe.gov >; Hynes, Shaylyn 
< Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(5)hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(5)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot(5)hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Colgary, James < James.Colgary@hq.doe.gov >; 
Hoffman, Patricia < Pat.Hoffman@hq.doe.gov > 

Subject: RE: 202c 

Brian- 

(b)(5) Are you available for a 

brief call with Bruce and I? 

Please let me know. 






Chief of Staff for Assistant Secretary Bruce J. Walker 

Office of Electricity 

1000 Independence Avenue, SW 

Room 8H-033 

Washington, DC 20585 

Tel: (202) 586-1117 


From: Walker, Bruce 

Sent: Thursday, March 29, 2018 12:05 PM 

To: Maddox, Mark < MRMaddox@hq.doe.gov >; McCormack, Brian < Brian.Mccormack@hq.doe.gov >; Winberg, Steven 
< Steven.Winberg(ahq.doe.gov >: Hynes, Shaylyn < Shavlvn.Hvnes(5)hq.doe.gov > 
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Cc: Menezes, Mark < Mark.Menezes(S)hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(S)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Colgary, James < James.Colgarv@hq.doe.gov >; Lotto, 
Adrienne < Adrienne.Lotto(S)hq.doe.gov >; Hoffman, Patricia < Pat.Hoffman@hq.doe.gov > 

Subject: RE: 202c 

My team is already meeting to put together an action plan and timeline. Will distribute when completed. 


From: Maddox, Mark < MRMaddox@hq.doe.gov > 

Date: Thursday, Mar 29, 2018, 12:03 PM 

To: McCormack, Brian < Brian.Mccormack@hq.doe.gov >. Winberg, Steven < Steven.Winberg@hq.doe.gov >. Hynes, Shaylyn 
< Shavlvn.Hvnes@hq .doe. gov > 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >. Cunningham, Sean < Sean.Cutmingham@hq.doe.gov> . Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >. Haus, Bob < Bob.Haus@,hq.doe.gov >. Walker, Bruce < Bmce.Walker@hq.doe.gov >. Colgary, 
James < James.Colgarv@hq.doe.gov > 

Subject: RE: 202c 

Is there a timeline to respond? 

Mark R. Maddox 

Principal Deput}' Assistant Secretaiy 

Office ot Fossil Energy 

li.S. Department ol Energy 

Ph: 202.586.1619 

Email: nnmaddox@ha. doe.sov 

S:: mark.maddox@hQ.doe.SQOv.Qov 

From: McCormack, Brian 

Sent: Thursday, March 29, 2018 12:02 PM 

To: Winberg, Steven < Steven.Winberg(5)hq.doe.gov >; Maddox, Mark < MRMaddox@hq.doe.gov >; Hynes, Shaylyn 
< Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(5)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Walker, Bruce < Bruce.Walker@hq.doe.gov >; Colgary, 
James < James.Colgary@hq.doe.gov > 

Subject: RE: 202c 

Adding Jim. 


From: Winberg, Steven < Steven.Winberg@hq.doe.gov > 

Date: Thursday, Mar 29, 2018, 11:39 AM 

To: McCormack, Brian < Brian.Mccormack@hq.doe.gov> . Maddox, Mark < MRMaddox@,hq.doe.gov >. Hynes, Shaylyn 
< Shavlvn.Hvnes@hq .doe. gov > 

Cc: Menezes, Mark < Mark.Menezes@,hq.doe.gov >. Cunningham, Sean < Sean.Curmingham@hq.doe.gov >. Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >. Haus, Bob < Bob.Haus@hq.doe.gov >. Walker, Bruce < Bmce.Walker@hq.doe.gov > 
Subject: RE: 202c 

My thoughts; 

(b) (5) 
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(b) (5) 


From: McCormack, Brian < Brian.Mccormack@hq.doe.gov > 

Date: Thursday, Mar 29, 2018, 10:30 AM 

To: Maddox, Mark < MRMaddox@,hq.doe.gov> . Hynes, Shaylyn < Shavlvn.Hvnes@,hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >. Cunningham, Sean < Sean.Cunningham@hq.doe.gov> . Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >, Hans, Bob < Bob.Haus@hq.doe.gov >, Walker, Bruce < Bmce.Walker@hq.doe.gov >, Winberg, 
Steven < Steven.Winberg@,hq.doe.gov > 

Subject: RE: 202c 

Attached 

From: McCormack, Brian 

Sent: Thursday, March 29, 2018 10:06 AM 

To: Maddox, Mark < MRMaddox@hq.doe.gov >; Hynes, Shaylyn < Shaylyn.Hynes(5)hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(5)hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(5)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot(5)hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Walker, Bruce < Bruce.Walker@hq.doe.gov >; Winberg, 
Steven < Steven.Winberg@hq.doe.gov > 

Subject: RE: 202c 

Yep. Nope. Sigh. 

From: Maddox, Mark 

Sent: Thursday, March 29, 2018 10:06 AM 

To: McCormack, Brian < Brian.Mccormack@hq.doe.gov >; Hynes, Shaylyn < Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(S)hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(S)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Walker, Bruce < Bruce.Walker@hq.doe.gov >; Winberg, 
Steven < Steven.Winberg@hq.doe.gov > 

Subject: RE: 202c 

Be aware, POTUS is outside Cleveland today. Coincedence? 

Mark R. Maddox 

Principal Deputy Assistant Secretaiy 
Office ot Fossil Energy 
li.S. Department of Energi ' 

Ph: 202.586.16 19 

Email: nnmaddox@h(i. doe.gov 

S: : mark.maddox^ha.doe.sgov.Qov 

From: McCormack, Brian 

Sent: Thursday, March 29, 2018 10:03 AM 

To: Hynes, Shaylyn < Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >; Cunningham, Sean < Sean.Cunningham@hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot(5)hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Walker, Bruce < Bruce.Walker@hq.doe.gov >; Winberg, 
Steven < Steven.Winberg@hq.doe.gov >; Maddox, Mark < MRMaddox@hq.doe.gov > 

Subject: 202c 
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(b) (5) 


Adding in others in case they receive, (b) (5) 


From: Hynes, Shaylyn 

Sent: Thursday, March 29, 2018 9:59 AM 

To: McCormack, Brian < Brian.Mccormack(5)hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(5)hq.doe.gov > 

Subject: FW: Is there any comment you can give on the Reuters sory on contaminated oil? 
Brian and Mark, See below, (b) (5) 

From: Ari Natter (BLOOMBERG/ NEWSROOM:) [mailto:anatter5@bloomberg.net] 

Sent: Thursday, March 29, 2018 9:58 AM 

To: Hynes, Shaylyn < Shavlvn.Hvnes@hq.doe.gov > 

Subject: RE: Is there any comment you can give on the Reuters sory on contaminated oil? 

Any comment on FirstEnergy's 202c application? 
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Document S 


KemgwJJ^JeJCONTO) 


From: 

Sent 

To: 

Cc: 


Subject 

Attachments; 


lotto, Adficnnc 

rhufsdiiy. March 29, 20ld 6:10 PM 

McCormack. Brian;Walker. Bruce.Maddox. Mafk.Wir\ber 9 , SteveaHyrtei Shaylyn 
Mertezes. MaricCunnirtgham. Sean;Wilmot DancHaus, Bob.Colgary, James;Hoffn«t\ 
Patrkia;Koniec/ny, ICalt:«rlne 
Rt 202c 

First Energy 202(c) Initial Response.3.29.18.6.04 door 


All- 


Please see the revised letter. 


I am happy to coordinate the execution and mailing upon receipt of approval. 


Thank you m advance. 


Adrienne 



Chief of SlalT fot Assistant Secielarv' Bntcc J. Walker 
Office of hlectrici!>’ 

1000 IiidepeiKieiK'e Avenue. SW 
Room 8H-0.3T 
Washington. DC 20585 
Tel: (202) 586-1117 


From: Lotto, Adrienne 

Sent: Thursday. March 29, 2018 4;21 PM 

To: McCormack, Brian <Brian.Mccormacl(^hq.doe.gov>- Walker, Bruce <8ruce.Wetkeri9hq.doe.gov>. Maddox, Mark 
<MRMeddox9hq.doe.gov>, Winberg, Steven <Steven.Winberg^hq.doe.gov>, Hynes, Sheylyn 
<SheYlYn.Hynes@hq,doe.gov> 

Cc: Menezes, Mark <Merk.Menezes<g)hq.do«.gov>, Cunningham, Sean <Sean.Cunningham§>hq.doe.gov>, Wilmot, Dan 
cDan.Wilmot^hq.doe.govs, Haus, Bob <Bob.H8us^hq.doe.gov>; Coigsry, James <Jemes.ColgarY@hq.doe.gov>, 
Hoffman, Patricia <Pet.HoffmaniS>hq.doe.gov> 

Subject: RE; 202c 


Please see the attached drift for review, 


Please call with any comments or suggestions and advise of the appropnate cc's. if any. 


Thank you in advance. 


Adnenne 



'rienne 


Chief of Staff for Assistant Secretary Bruce J. Walker 

Office of Electricity 

1000 Independence Avenue, SW 

Room 8H-033 

Washington, DC 20585 

Tel: (202) 586-1117 


From: Lotto, Adrienne 

Sent: Thursday, March 29, 2018 12:31 PM 

To: McCormack, Brian < Brian.Mccormack(5)hq.doe.gov >; Walker, Bruce < Bruce.Walker(5)hq.doe.gov >; Maddox, Mark 
< MRMaddox@hq.doe.gov >; Winberg, Steven < Steven.Winberg@hq.doe.gov >; Hynes, Shaylyn 
< Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(5)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Colgary, James < James.Colgary@hq.doe.gov >; 
Hoffman, Patricia < Pat.Hoffman@hq.doe.gov > 

Subject: RE: 202c 

Additional clarification - Bruce is unavailable to call in between 3:30 and 4:30. 

I apologize for any inconvenience. 

^idrienne ^C^otto 


Chief of Staff for Assistant Secretary Bruce J. Walker 

Office of Electricity 

1000 Independence Avenue, SW 

Room 8H-033 

Washington, DC 20585 

Tel: (202) 586-1117 


From: McCormack, Brian 

Sent: Thursday, March 29, 2018 12:26 PM 

To: Lotto, Adrienne < Adrienne.Lotto@hq.doe.gov >; Walker, Bruce < Bruce.Walker(S)hq.doe.gov >; Maddox, Mark 
< MRMaddox@hq.doe.gov >; Winberg, Steven < Steven.Winberg(5)hq.doe.gov >; Hynes, Shaylyn 
< Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(S)hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(S)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot(5)hq.doe.gov >: Haus, Bob < Bob.Haus(5)hq.doe.gov >: Colgary, James < James.Colgary(Shq.doe.gov >: 
Hoffman, Patricia < Pat.Hoffman(5)hq.doe.gov > 

Subject: RE: 202c 

Would prefer we huddle with team. When are you and Bruce free? 
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From: Lotto, Adrienne 

Sent: Thursday, March 29, 2018 12:17 PM 

To: Walker, Bruce < Bruce.Walker@hq.doe.gov >; Maddox, Mark < MRMaddox@hq.doe.gov >; McCormack, Brian 
< Brian.Mccormack(ahq.doe.gov >: Winberg, Steven < Steven.Winberg(5)hq.doe.gov >: Hynes, Shaylyn 
< Shavlvn.Hvnes(5)hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(5)hq.doe.gov >: Cunningham, Sean < Sean.Cunningham(ahq.doe.gov >: Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Colgary, James < James.Colgary@hq.doe.gov >; 
Hoffman, Patricia < Pat.Hoffman@hq.doe.gov > 

Subject: RE: 202c 

Brian- 

(b)(5) Are you available for a 

brief call with Bruce and I? 

Please let me know. 






Chief of Staff for Assistant Secretary Bruce J. Walker 

Office of Electricity 

1000 Independence Avenue, SW 

Room 8H-033 

Washington, DC 20585 

Tel: (202) 586-1117 


From: Walker, Bruce 

Sent: Thursday, March 29, 2018 12:05 PM 

To: Maddox, Mark < MRMaddox@hq.doe.gov >; McCormack, Brian < Brian.Mccormack@hq.doe.gov >; Winberg, Steven 
< Steven.Winberg@hq.doe.gov >; Hynes, Shaylyn < Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >; Cunningham, Sean < Sean.Cunningham@hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Colgary, James < James.Colgary@hq.doe.gov >; Lotto, 
Adrienne < Adrienne.Lotto(5)hq.doe.gov >: Hoffman, Patricia < Pat.Hoffman(5)hq.doe.gov > 

Subject: RE: 202c 


From: Maddox, Mark < MRMaddox@hq.doe.gov > 

Date: Thursday, Mar 29, 2018, 12:03 PM 

To: McCormack, Brian < Brian.Mccormack@hq.doe.gov> . Winberg, Steven < Steven.Winberg@hq.doe.gov> . Hynes, Shaylyn 
< Shavlvn.Hvnes@hq.doe.gov> 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >, Cunningham, Sean < Sean.Cutmingham@hq.doe.gov> , Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >. Haus, Bob < Bob.Haus@hq.doe.gov >. Walker, Bruce < Bruce.Walker@hq.doe.gov >. Colgary, 
James < James.Colgarv@,hq.doe.gov > 

Subject: RE: 202c 

Is there a timeline to respond? 

Mark R. Maddox 
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Principiil Deput}' Assistant Secretaiy 
Office oi Fossil Energy 
IT.S. Department oi Energ}' 

Eh: 202 . 086 .16 19 

Email: mrmaddox@h(]. doe.gov 

S:: mark.maclclox(^hp.doe.sgov.pov 

From: McCormack, Brian 

Sent: Thursday, March 29, 2018 12:02 PM 

To: Winberg, Steven < Steven.Winberg(5)hq.doe.gov >; Maddox, Mark < MRMaddox@hq.doe.gov >; Hynes, Shaylyn 
< Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(5)hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(5)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot(5)hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Walker, Bruce < Bruce.Walker@hq.doe.gov >; Colgary, 
James < James.Colgary@hq.doe.gov > 

Subject: RE: 202c 

Adding Jim. 


From: Winberg, Steven < Steven.Winberg@hq.doe.gov > 

Date: Thursday, Mar 29, 2018, 11:39 AM 

To: McCormack, Brian < Brian.Mccormack@hq.doe.gov >. Maddox, Mark < MRMaddox@hq.doe.gov >. Hynes, Shaylyn 
< Shavlvn.Hvnes@hq .doe. gov > 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >, Cunningham, Sean < Sean.Cunningham@hq.doe.gov >, Wilmot, Dan 
< Dan.Wilmot@,hq.doe.gov >. Haus, Bob < Bob.Haus@,hq.doe.gov >. Walker, Bruce < Bmce.Walker@hq.doe.gov > 
Subject: RE: 202c 

My thoughts; 

(b) (5) 


From: McCormack, Brian < Brian.Mccormack@hq-doe.gov> 

Date: Thursday, Mar 29, 2018, 10:30 AM 

To: Maddox, Mark < MRMaddox@hq.doe.gov> , Hynes, Shaylyn < Shavlvn.Hvnes@hq-doe.gov > 

Cc: Menezes, Mark < Mark.Menezes@,hq.doe.gov >. Cunningham, Sean < Sean.Cunningham@hq.doe.gov >. Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >. Haus, Bob < Bob.Haus@hq.doe.gov >. Walker, Bruce < Bruce.Walker@hq.doe.gov >. Winberg, 
Steven < Steven.Winberg@hq.doe.gov > 

Subject: RE: 202c 

Attached 

From: McCormack, Brian 

Sent: Thursday, March 29, 2018 10:06 AM 

To: Maddox, Mark < MRMaddox@hq.doe.gov >; Hynes, Shaylyn < Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >; Cunningham, Sean < Sean.Cunningham@hq.doe.gov >; Wilmot, Dan 
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< Dan.Wilmot@hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Walker, Bruce < Bruce.Walker@hq.doe.gov >; Winberg, 
Steven < Steven.Winberg(5)hq.doe.gov > 

Subject: RE: 202c 

Yep. Nope. Sigh. 

From: Maddox, Mark 

Sent: Thursday, March 29, 2018 10:06 AM 

To: McCormack, Brian < Brian.Mccormack@hq.doe.gov >; Hynes, Shaylyn < Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(5)hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(5)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot(5)hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Walker, Bruce < Bruce.Walker@hq.doe.gov >; Winberg, 
Steven < Steven.Winberg(5)hq.doe.gov > 

Subject: RE: 202c 

Be aware, POTUS is outside Cleveland today. Coincedence? 

Mark R. Maddox 

Principal Deputy Assistant Secretaiy 
Office ol Fossil Energy 
I IS. Departnient oi Energy 
Pin 202.586.1619 
Email: nnniaddox@li(i. doe.go\ ' 

S:: mark.maddox^ha.doe.saov.gov 

From: McCormack, Brian 

Sent: Thursday, March 29, 2018 10:03 AM 

To: Hynes, Shaylyn < Shaylyn.Hynes@hq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes@hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(5)hq.doe.gov >; Wilmot, Dan 
< Dan.Wilmot@hq.doe.gov >; Haus, Bob < Bob.Haus@hq.doe.gov >; Walker, Bruce < Bruce.Walker@hq.doe.gov >; Winberg, 
Steven < Steven.Winberg@hq.doe.gov >; Maddox, Mark < MRMaddox@hq.doe.gov > 

Subject: 202c 

(b) (5) 

Adding in others in case they receive, (b) (5) 


From: Hynes, Shaylyn 

Sent: Thursday, March 29, 2018 9:59 AM 

To: McCormack, Brian < Brian.Mccormack(ahq.doe.gov > 

Cc: Menezes, Mark < Mark.Menezes(ahq.doe.gov > 

Subject: FW: Is there any comment you can give on the Reuters sory on contaminated oil? 
Brian and Mark, See below, (b) (5) 

From: Ari Natter (BLOOMBERG/ NEWSROOM:) [mailto:anatter5(5)bloomberg.net] 

Sent: Thursday, March 29, 2018 9:58 AM 

To: Hynes, Shaylyn < Shaylyn.Hynes@hq.doe.gov > 

Subject: RE: Is there any comment you can give on the Reuters sory on contaminated oil? 

Any comment on FirstEnergy's 202c application? 


5 




























March 29 , 2018 


William S. Scherman 
Partner 

Gibson, Dunn & Crutcher LLP 
1050 Connecticut Avenue NW 
Washington, DC 20036 

Rick C. Giannantonio 
General Counsel 
FirstEnergy Solutions Corp. 

76 South Main Street 
Akron, OH 44308 

Re: Request for Emergency Order Pursuant to Federal Power Act Section 202(c) 

Dear Sirs, 

I write to you on behalf of Secretary Perry. This letter acknowledges receipt of your "Request 
for an Emergency Order Pursuant to the Federal Power Act Section 202(c)." 

Accordingly, my office will begin evaluating this request. 

Any further communication should be directed to the Secretary, with a copy to Catherine Jereza, 
Division of Transmission Planning and Technical Assistance, Office of Electricity Delivery and Energy 
Reliability, who can be reached via email at Catherine.Jerez(5)hq.doe.gov . 


Very truly yours. 


Bruce J. Walker 
Assistant Secretary 
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McGinnKS^ Edwjid 
Thuisday, March 29, 2018 10-79 PM 
Walker, Bruce 

RE: FirstEnergy Solutions • Copy of 202(c) Applicatbn 


From: 

Sent 

To: 

Subject: 


Thank)) 


From: Walker. Bnice <Biutc Wdkei.rf l>ii <k)c itov> 

Date: Thursday, Mar 29. 2018.10:2? PM 

To: McGinuh. Edward <E»l\vniitM>-Cniir.is^<7\ucJcar Eocnr. Cn'>v> . Winberft, Sicx-en <Stc\cn.Wuil>nB'fTlio doc gov> . 
SiunuoQs. Daniel • Djuid SinunoiivOcc '<.>c tt(n> 

Cc: Menezes. Mark < Mmk Menezevn hu.doc gcn >. Vantasidis, Sophia < S<n»hia Vamasidivglxi doc aov> . Hoflhian. Patricia 
<Pat Hofftiiani/ilinAl(>g.8iw>. Maddox. .Mark < MRMat(d<.\\.<lhn■doc.gov> . I.dito. Adtienne <.\dnctitKvL o«QithnAtoc 2 a\> . 
Cade. Sle\cn <Stc\cu CadcYrhu doc.gov> . Cuntunghaiu. Sean <Sgaii(’imniiigltniii> f (Ki.docm.>v> 

Subjrrt: RE. FtrUEnerpy Solutkms • Copy of202(c} .Application 

I have dmOed a letter indicating that wc received <iaid request aud will be reviewing accordingly. 


From: McGiunts. Edward < F<lwant McCnntiK/.^SucIv.ii t-iicik-v rtov> 

Dale: ThurMUy, Mar 29,2018.9:51 PM 

To: Waftet. Bruce < BttK.c Walkg 'rt'ltti doe inn > , Wtuberg. Mevco <Sti:\<t>.\Vnihciu fi'Twi <Ux •jm > . Sumnoas. Daniel 
< Dj»itfl Siuminus^ff ec iloc aoi’ > 

Cc: Mcnezes. Mark Ntcuezo ^thu dog.cov >. Vaniasidis. Sophia •' S<h»Iii:i \ iinwivnli'. <] Iki <k»tf uov^ . Iloffiiian. Patricia 

< P.it.Hofrum>'ff tut doc eov >. Maddox, Miuk <MRMaddDx:tt titi.doc.<tm'> . IxMto. Adneune < Adiiciii)e Lortor/fho Joe 
Cade. Steven <.St)rveiLC.vk'fVl»<i dnc.aox > . Ctmninghant Sean <Scaii Cmminghnw.Viho doc gos-> 

Subject; RE: FirUEneig)’ Sohdkna • Copy of 2Q2(c} Applicatiou 

Thanks for foru-arding. Bnice. 

Plus Sean aud Stev e as well. 


Ed 


From: Walker. WpfV^ t if l^ii -- 

Dale: Thursday. Mar 29.2018. 8:55 PM 

To: McGiniih. Edw'anJ < Fd\\aiit.M>.(Unni>.''<tNu>.lcJi f no^-'. Gov >. Winberg. Steven <.Sievcn.Wmt>ctu;trtia doc gov> . 
Simnions. Daniel < D)iiiicl.Snnnitw>s.ytec iioc ftcA > 

Cc: Menezes. Mark < M.ttk.Mc«cycfdh<i doe g(n> . VamasidU. Sophia < Soolna V*jnnuidf>^rlxi doc co\> . HotTman. Patricia 
<^Pat.tlvf6ti.ui.VT tKi,<t«»e acw>. Maddox. .Mark <MRMaddo.v?> tm tW Lotto. .Adneune <^ Adliyp»r I Ptto^irha iloe ec»y > 
Subject: FW: FirstEnergy Solutions • Copy of 202(c) Applkation 
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FYI 


From: Smith, Christopher < CSmith@gibsondunn.com > 

Date: Thursday, Mar 29, 2018, 3:56 PM 

To: Walker, Bruce < Bruce.Walker@hq-doe.gov >. Hoffman, Patricia < Pat.Hoffman@hci-doe.gov > 

Cc: Scherman, William S. < WScherman@gibsondunn.com >. Jakubiak, Jeffrey M. < JJakubiak@gibsondunn.com> 

Subject: FirstEnergy Solutions - Copy of 202(c) Application 

Good afternoon, 

Please find attached an electronic copy of the application for an emergency order pursuant to Federal Power Act Section 
202(c) that FirstEnergy Solutions filed this morning with the Department of Energy. 

Sincerely, 

Christopher Smith 

Christopher Smith 

GIBSON DUNN 


Gibson, Dunn & Crutcher LLP 

1050 Connecticut Avenue, N.W., Washington, DC 20036-5306 
Tel +1 202.887.3764 • Fax +1 202.530.9521 
CSmith@gibsondunn.com vvww.gibsondunn.com 


This message may contain confidential and privileged information. If it has been sent to you in error, please 
reply to advise the sender of the error and then immediately delete this message. 
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KemgerJJ^JeJCONTO) 


From: 

Sent 

To: 

Cc: 

Subject: 

Attachments: 


lerc/d, Caiheiine 
Friday. March 30; ?01811.07 AM 
Hoffmoa Patricia;Batra, RakesKKoniecfny. Katherine 
lotto, Adr»enr>e,WaIker, Bruce:Ftafbin. ChristirtciRoservbaum, Matthew 
FW; Sierra CJub's response to FirstEnergy request lor emergency order 
8.03,30_Sierra Oub letter to DOE pdf 


From: Bridget Lee (meilto:bridg«t.i««9si«rradub.org} 

Sent Fndey. March 30. 2018 9 00 AM 

To: Secretary Perry <Tha.Secretary@hq.doe.gov>, Jereza. Cathenne <Catherine.Jcreza@Hq.Doe.Gov> 
Cc: Casey Roberts <Casey.Roberts$sierrsdub.org>. Sanjay Narayan csanjay.narayan^sierraclub.orgs, 
Craig.Glazer^pjm.org, Steven.Pincus^pjm.org 

Subject: Sierra Club's response to FirstEnergy request for ertrergency order 


Mr. Perry and Ms. Jereza, 

Attached please find the Sterra Qub's response to the request for an emergency order under the 
Federal Povyer Act filed yesterday by Firstf nergy Solutions. 

Thank you for your time and consideration. 

Best regards, 

Bndget 


Bridget Lee 
Staff Attorney 

Envuwimental Law Program 
845-323-S493 direct) 

202-547-6009 (fax) 
bridoet. lee® sierradub.orQ 

w.fittir - Thi» messago rnay oontain infonmaocio that is confidenCla* or logalFy orivUttged. If yiiu 

art not 0>c intended recipient, pfcase irnmediacdy edvue the verxier by reply email mat tha message h» been 
Inadverterrtly trartimitted to you and del^ tmad from you' system 
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SIERRA 

CLUB 


March 30, 2018 

Via Electronic Mail and U.S. Mail 

Hon. Rick Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington D.C. 20585 
The. Secretary@hq. doe. gov 

Catherine Jereza 
Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington D.C. 20585 
Catherine.Jereza@hq.doe.gov 


Dear Mr. Perry and Ms. Jereza: 

EirstEnergy Solutions Corp. (“EirstEnergy” or “EES”) has submitted a request 
for an emergency order, pursuant to, inter alia, section 202(c) of the Eederal Power 
Act. As envisioned by EirstEnergy, such order would result in utility customers 
paying above-market cost-of-service rates (including a guaranteed profit) for at least 
four years to the owners of all merchant coal and nuclear generating units in PJM 
that have at least 25 days’ worth of onsite fuel. According to EirstEnergy, such 
payments are necessary to prop up those merchant coal and nuclear plants in order 
to ensure “resiliency” in the PJM system and avoid an “emergency” triggering the 
extraordinary powers of section 202(c). In reality, however, EirstEnergy has not 
shown that resiliency is at risk, or that the aging coal and nuclear units that may be 
retiring over the next seven years are needed to ensure such resiliency. Nor has 
EirstEnergy proposed a remedy that could be legally authorized under the Eederal 
Power Act. 

EirstEnergy’s request here is nothing more than a slightly scaled down version 
of the Grid Resiliency Pricing proposal that the Eederal Energy Regulatory 


Commission (“FERC”) unanimously rejected less than three months ago. 
FirstEnergy has not and could not provide any basis for a different result to he 
reached here. As such, the Department can reject FirstEnergy’s legally flawed and 
factually unsupported request out of hand. 

If the Department does not reject FirstEnergy’s request as not approvahle on its 
face, we urge you to open up a formal docket, or undertake some other public 
proceedings to solicit public comments, so that the Department can reach a 
considered decision in this matter.^ As set forth below, FirstEnergy’s application 
raises substantial legal and policy issues, will impose staggering costs on PJM 
ratepayers, and undermine competition and investor certainty in the PJM 
marketplace. 

I. Procedure and Standing 

In this letter. Sierra Club sets out its initial comments in response to 
FirstEnergy’s request. Should the Department not reject FirstEnergy’s request 
outright, we expect that it will open a docketed proceeding to address the request, 
as it did in response to the request from PJM Interconnection last year regarding 
the Yorktown units.^ Sierra Club intends to fully participate in that proceeding 
through the submission of evidence and legal argument, and to seek rehearing 
should the Department issue an order outside the scope of its authority. 

Sierra Club feels compelled to offer these initial comments only the day after 
FirstEnergy’s request was filed because, as FirstEnergy directly acknowledges in 
the request, it “likely will file for bankruptcy by the end of March 2018.”3 A 
bankruptcy filing may affect the rights of entities such as the Sierra Club to fully 
protect their interests in this matter. 

Sierra Club has a substantial interest in this matter and would be adversely 
affected in numerous ways by an order along the lines of what FES proposes. FES’ 
proposed order would require PJM to negotiate contracts with dozens of coal and 
nuclear-power generation units across PJM’s territory, to provide those generation 
owners with recovery of all their costs, including a rate of return. These additional 


1 The Department has taken the position that its orders, under section 202(c), are 
“proceedings” within the meaning of section 313 of the Federal Power Act, 16 U.S.C. 
§ 8251. That interpretation of the Act emphasizes the appropriateness of engaging 
in the procedural steps by which the Department conducts its other proceedings— 
most importantly, notice and an opportunity for interested parties to comment. 

2 DOE, Federal Power Act Section 202(c) — PJM Interconnection & Dominion 
Energy Virginia, 2017, at https://www.energy.gov/oe/downloads/federal-power-act- 
section-202c-pjm-interconnection-dominion-energy-virginia-2017-0. 

3 FirstEnergy’s March 29, 2018 request to the Department at 8, 20. 
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costs would be passed on to PJM’s ratepayers. The relief that FES seeks for all 
merchant units in PJM is extremely similar to that called for in the Grid Resiliency 
Pricing Rule last fall.^ That rule was projected to have costs of up to $8.1 billion 
annually for PJM ratepayers.^ 

As of late 2016, Sierra Club had over 112,000 members who reside in the service 
territory of PJM and pay electricity bills to load-serving entities that buy power 
from PJM. These members would see higher electricity bills as a result of 
FirstEnergy’s requested order. These financial harms to our members are germane 
to Sierra Club’s mission, which includes addressing the quality of the human 
environment by promoting an affordable transition to clean energy. Sierra Club 
also has offices in PJM territory and is itself a ratepayer affected by any cost 
increases put in place as a result of an order responsive to FES’ request. 

In addition. Sierra Club members are affected by the pollution that will be 
produced by continued operations of coal-fired power plants that would otherwise 
retire in the near future. As described below, most of the retirements vaguely 
alluded to by FES are several years away. However, several units have already 
been cleared for retirement, such as FirstEnergy’s Pleasants Power Station, which 
PJM has determined can close on January 1, 2019 without any adverse impacts on 
reliability.^ Sierra Club has members who are negatively affected by air and water 
pollution from Pleasants that would otherwise cease upon its deactivation, but 
would persist if the plant received additional compensation as envisioned in FES’ 
request. 

The Sierra Club has a demonstrated organizational commitment to the above- 
described interests. The Sierra Club’s Beyond Coal Campaign seeks to reduce the 
pollution currently being produced by coal-fired power plants such as those that 
FES seeks to support. To that end. Sierra Club has participated in regulatory 
proceedings relating to all of the units listed in Attachment A to FES’ request. 


4 DOE, Notice of Proposed Rulemaking: Grid Resiliency Pricing Rule, available at 
https://www.energv.gov/sites/prod/files/2017/09/f37/Notice%20of%20Proposed%20Ru 

lemaking%20.pdf . 

® See Robbie Orvis et al.. The Department of Energy’s Grid Resilience Pricing 
Proposal: A Cost Analysis (Oct. 2017), available at http://energvinnovation.org/wp- 
content/uploads/2017/12/20171025 Resilience-NOPR-Cost-Research-Note- 
UPDATED.pdf (Table 2: Annual Increase in Customer Costs by Region, Reading 4, 
Total). 

^ Robert Walton, PJM greenlights FirstEnergy to deactivate coal plant units at 
Pleasants Power Station, UtilityDive (Mar. 22, 2018), at 

https://www.utilitydive.com/news/pjm-greenlights-firstenergy-to-deactivate-coal- 

plant-units-at-pleasants-pow/519791/. 
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seeking to mitigate their pollution, minimize costs that ratepayers must hear to 
support these plants, or both. 

II, FirstEnergy’s Application Does Not Describe Any Emergency 
Within the Meaning of Section 202(c) of the Federal Power Act. 

1. Section 202(c) Confines Emergencies to Specific, Imminent Events. 

Section 202(c) of the Federal Power Act provides the Department with authority 
over “the generation of electric energy” only “[d]uring the continuance of any war in 
which the United States is engaged,” or if “the [Department] determines that an 
emergency exists hy reason of a sudden increase in the demand for electric energy, 
or a shortage of electric energy or of facilities for the generation or transmission of 
electric energy, or of fuel or water for generating facilities, or other causes.” 

16 U.S.C. § 824a(c)(l). The statute’s use of the present text—that an emergency 
“exists”—demands, at a minimum, that an emergency he present, certain, and 
immediate, rather than distant and contingent. 

That certainty and immediacy is inherent in the statute’s fundamental 
requirement—an “emergency.” The Act does not define “emergency”; according to 
the dictionary, the word primarily demands “an unforeseen comhination of 
circumstances or the resulting state that calls for immediate action.” Merriam 
Webster’s Dictionary 407 (ll^i^ ed. 2009) (emphasis added). An emergency, by 
definition, is not an anticipated event occurring, perhaps, years in the future; it 
describes an imminent, unavoidable threat. 

The surrounding context emphasizes the exigency of the circumstances described 
by section 202(c)’s reference to an “emergency”: the authority granted by section 
202(c) is, primarily, a war-time power. 16 U.S.C. § 824a(c) (authorizing orders 
during “continuance of any war in which the United States is engaged”). See 
Jarecki v. G.D. Searle & Co., 367 U.S. 303, 307 (1961) (noting that statutory terms 
should be interpreted in context of nearby parallel terms “in order to avoid the 
giving of unintended breadth to the Acts of Congress”). An “emergency” under the 
statute is limited to circumstances that are similarly urgent: “a sudden increase in 
the demand for electric energy,” for example. 16 U.S.C. § 824a(c) (emphasis added). 
See Richmond Power and Light u. Federal Energy Reg’y Comm., 574 F.2d 610, 615 
(D.C. Cir. 1978) (holding that section 202(c) “speaks of‘temporary’ emergencies, 
epitomized by wartime disturbances” and that statute is reasonably understood to 
exclude circumstances such as “dependence on imported oil”). 

Section 202(c) is, moreover, expressly meant to address short-term, “temporary” 
conditions—it provides no authority to implement long-term policy preferences, in 
response to potential difficulties that may emerge years from now. Id. Congress 
underlined the limited scope of section 202(c) when enacting the provision. “This is 
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a temporary power designed to avoid a repetition of the conditions during the last 
war, when a serious power shortage arose. Drought and other natural emergencies 
have created similar crises in certain sections of the country; such conditions should 
find a federal agency ready to do all that can he done in order to prevent a break¬ 
down in electric supply.” S. Rep. No. 74-621 at 49 (1935).'^ 

The Department’s regulations confirm those limitations. They define an 
“emergency” as “an unexpected inadequate supply of electric energy” resulting from 
“the unexpected outage or breakdown of facilities,” which may result from “weather 
conditions, acts of God, or unforeseen occurrences not reasonably within the power 
of the affected ‘entity’ to prevent.” 10 C.F.R. § 205.370 (emphases added). 
Anticipated customer demand can be an emergency, only upon “a sudden increase” 
in such demand emphasis). Those examples reflect the limited nature of the 
emergencies encompassed by section 202(c): unusual, unforeseen, and unexpected 
events, with immediate and substantial consequences. 

2. The Structure of the Act Further Confirms That the Authority Conferred by 
Section 202(b) Is Limited to Unusual, Unexpected Circumstances. 

Other portions of the statute, outside section 202(c) itself, reinforce that section’s 
tightly limited scope. Section 202(b) confirms the constrained nature of the 
Department’s emergency powers under section 202(c). That section provides 
cabined authority (exercised by the Federal Energy Regulatory Commission, rather 
than the Department) to “direct a public utility ... to establish physical connection[,] 

... sell energy, or exchange energy” with other persons, under normal, non¬ 
emergency conditions. 16 U.S.C. § 824a(b). The statute establishes specific 
standards and procedural requirements for such non-emergency orders. Id. Section 
202(c) removes many of those requirements—but does so only during war-time or 
similarly extreme circumstances. 16 U.S.C. § 824a(c). See Otter Tail Power Co. v. 
Fed. Power Comm., 429 F.2d 232, 233-34 (1970) (holding that section 202(c) 

“enables the Commission to react to a war or national disaster,” while section 202(b) 
“applies to a crisis which is likely to develop in the foreseeable future”). That 
structure establishes a clear divide between quotidian energy-system management 
(even where necessary to avert a future crisis), governed by section 202(b), and 
unusual, unforeseeable ‘emergencies,’ governed by section 202(c). Read within that 
structure, section 202(c) cannot apply to routine planning matters; such application 
would render section 202(b) unnecessary, and eviscerate its procedural and 
substantive requirements. 


While Congress amended section 202(c) in 2015, it did not alter the Department’s 
basic grant of emergency authority; it only addressed occasions on which a 
Department order might produce a conflict with other laws. See H.R. Rep. No. 114- 
357 (2015). 
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Section 215 of the Federal Power Act, added in 2005, suggests additional 
boundaries on the Department’s powers under section 202(c). Section 215 provides 
a detailed enforcement mechanism, with specified procedures, remedies, and 
timeframes, for federal reliability standards. See generally 16 U.S.C. § 825o. As the 
D.C. Circuit has recognized, the portion of the Federal Power Act that predates that 
section—which includes section 202(c)—did not provide the federal government 
with the power to enforce requirements designed to ensure broad, long-term 
reliability requirements. Alcoa, Inc. v. FERC, 564 F.3d 1342, 1344 (D.C. Cir. 2009) 
(noting that prior to the Energy Policy Act of 2005, “the reliability of the nation’s 
bulk-power system depended on participants’ voluntary compliance with industry 
standards”). Consequently, a bare violation of a federal reliability standard cannot 
suffice to provide the Department with “emergency” power to enforce that standard 
under section 202(c). Reading section 202(c) to permit direct enforcement of 
reliability requirements through emergency orders would bypass the limits and 
procedures that Congress enacted in section 215 to constrain such enforcement. See 
California Independent System Operator Corp. v. FERC, 372 F.3d 395, 401-2 (D.C. 
Cir. 2004) (“Congress’s specific and limited enumeration of [agency] power over 
[particular matter] in [one section of Federal Power Act] is strong evidence that 
[separate section] confers no such authority on [agency].”). Similarly, the Federal 
Power Act contains separate and independent provisions to address wholesale rates, 
and any perceived insufficiency of such compensation. 16 U.S.C. § 824d & 824e. 
Those provisions likewise indicate that any perceived inadequacy in the wholesale 
markets cannot be an emergency sufficient to provide the Department with 
authority under section 202(c). 

3. The Application Does Not Contain Information Sufficient to Support Any 
Finding that an Emergency Exists under Section 202(c). 

a. The Long-Term Resource-Allocation Concerns Described by FirstEnergy 
Are Not an “Emergency”. 

EirstEnergy’s request describes no imminent, specific threat that could plausibly 
qualify as an “emergency” under the statute. The request asserts a need for “fuel 
diversity,” and other parties’ failure to pay EirstEnergy (and other merchant coal 
and nuclear generators) the “compensation” to which EirstEnergy believes itself to 
be entitled. Request 3. It cites no imminent shortfall in supply; it states only that 
certain units have dispatched in the past, and suggests that such units may be 
replaced by other sources of supply over the next seven years. Id. at 8-9. The 
Department has never exercised section 202(c) under similar circumstances; in 
every case, it has carefully established an imminent, unavoidable, and specific 
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short-fall in electricity supply, and issued narrowly tailored orders intended to 
address that specific shortfall.® 

Even if those suggestions were adequately supported (and they are not, see Part 
III, helow), they would not suffice to demonstrate an emergency under section 
202(c). The Department has made clear that its authority, under section 202(c), 
may only he exercised to address “a specific inadequate power supply situation.” 

10 C.F.R. § 205.371 (emphasis added). FirstEnergy’s application alleges no such 
specific situation; indeed, it acknowledges as much, in its failure to meaningfully 
address the application requirements specified in the Department’s regulations. 
Request 30-31. As the D.C. Circuit has noted, such “long-term” policy concerns, 
associated with ‘Troad questions of resource allocation,” are not the proper subject 
of an emergency order under section 202(c). Richmond Power & Light, 574 F.3d at 
615-16 (citation omitted). 

h. The Entity Authorized to Address FirstEnergy’s Concerns Has Already 
Estahlished That There Is No Need for Emergency, Near-Term Action. 

The Federal Power Act (and other statutes) give the Federal Energy Regulatory 
Commission (and the National Electric Reliability Council) primary authority over 
the questions that FirstEnergy asks this Department to resolve by emergency order. 
E.g., Request 7-8 & 27 (asserting that “wholesale pricing” is not providing “full[] 
compensa[tion]” to FirstEnergy and threat to long-term “reliability”), and 16 
(claiming non-specific “reliability” concerns). See 16 U.S.C. §§ 824d & 824o. As 
noted above, that the Federal Power Act includes separate, closely cabined 
provisions addressing such matters strongly suggests that FirstEnergy’s stated 
concerns are not appropriately addressed through section 202(c). Rather, they are 
matters for FERC, and for NERC. 

And FERC has already squarely addressed, and rejected, the primary rationale 
provided by FirstEnergy for an order. As FirstEnergy acknowledges, FERC very 
recently rejected a proposal by the Department to require certain grid operators, 
including PJM, to provide cost-based compensation to merchant coal and nuclear 
generators. See FERC, Grid Reliability and Resilience Pricing, Order Terminating 
Rulemaking Proceeding, Initiating New Proceeding, and Establishing Additional 
Procedures, 162 FERC 1 61,012 (Jan. 8, 2018). FERC found that existing tariffs 


® FirstEnergy cites the Department’s recent orders regarding the Yorktown power 
plant. Request 19. But as the Department made clear in response to Sierra Club’s 
requests for rehearing, those Orders were only issued after the Department found 
that the orders were the sole means of avoiding “immediate interrupt [ions of] 
service” to a substantial portion of Virginia, and were narrowly tailored to avoid 
those defined, established interruptions. Summary of Findings for Department of 
Energy Order No 202-17-4 at 6-7. 
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were not unjust and unreasonable, based on the evidence that no “past or planned 
generator retirements . . . [are] a threat to grid resilience. Id. at 15. FirstEnergy 
presents essentially the same evidence of a threat to resiliency that the Commission 
rejected just a few months ago. FirstEnergy did not even seek rehearing of the 
Commission’s January 8 order, but instead seeks to relitigate the issue in a forum it 
views as more favorable. The Department should not accept FirstEnergy’s 
invitation to reconsider an issue decided not even three months ago by a unanimous 
FERC. 

Although FERC decided there was no urgent threat to the grid’s reliability to 
justify the extraordinary action proposed by the Department, it did initiate a docket 
to promptly and more comprehensively address whether addition steps are needed 
to ensure resilience. Jan. 8 Order at 17-20. While FirstEnergy asserts that FERC’s 
ongoing docket to examine the problem that FirstEnergy complains of is “too little, 
too late,” Request at 10, FERC’s ongoing proceeding is precisely the forum to 
address the kinds of longer-term issues that FirstEnergy alleges, such as a 
substantial portion of the generation fleet retiring over a number of years. 

Likewise, the energy and capacity market reforms that PJM is currently 
considering, and will shortly present to FERC, are the proper forum to address any 
shortcomings in market design. 

4. The Relief Requested by the Application Is Not “Just and Reasonable” 
Compensation Within the Meaning of Section 202(c). 

FirstEnergy asks the Department to require that it and other merchant coal and 
gas generators receive compensation for “operating expenses, costs of capital and 
debt, and a fair return on equity and investment,” and specifically prescribe “full 
cost recovery consistent with ratemaking standards and principles or (b) full 
recovery of all costs necessary to ensure continued operations.” Request 31-32. 
FirstEnergy asks that contracts setting out this cost recovery be negotiated with 15 
days, a virtual impossibility given the enormous number of units for which 
FirstEnergy seeks compensation and the likelihood that none of these units, which 
have operated in competitive markets for years, are prepared to present cost-of- 
service data to PJM. Moreover, FirstEnergy asks the Department, “if PJM and the 
owners are unable to agree to the contractual terms” within 15 days, to itself 
“determine just and reasonable rates.” Id. 

As an initial matter, the Department’s regulations specify that, should the 
affected parties be unable to reach an agreement as to rates, the Department “shall 
... refer the rate issues to the Federal Energy Regulatory Commission.” 10 C.F.R. 

§ 205.376. The Department cannot, therefore, grant FirstEnergy’s request that it 
directly set “just and reasonable rates,” Request at 32. The determination of just 
and reasonable wholesale rates is a matter indisputably within FERC’s jurisdiction, 
not that of the Department. 
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More importantly, the Federal Power Act allows the Department only to 
implement “just and reasonable” terms. 16 U.S.C. § 824a(c)(l). And the “full 
recovery” of costs and a fair return on equity that FirstEnergy requests is (Request 
31)—as FERC itself has suggested—not demonstrably just or reasonable. In its 
January 8, 2018 order in RM18-1-000, the Commission held that the proposed 
remedy to “allow all eligible resources to receive a cost-of-service rate regardless of 
need or cost to the system” had not been shown to be just and reasonable nor to 
avoid undue discrimination. Id. at 16. EirstEnergy’s proposed compensation here 
suffers from many of the same flaws in the proposal that EERC rejected, including 
but not limited to, the lack of any explanation of whether such compensation should 
be net of market revenues, lack of assurance that a unit is actually needed to serve 
load, and lack of cost controls imposed by the scrutiny of proper cost-based 
ratemaking. 

III. PJM is reliable and will remain so for the foreseeable future. 

As with the Proposed Grid Resiliency Rule, EirstEnergy’s request relies on 
unfounded claims that planned retirements of existing generating units threaten 
the “resiliency” of the PJM system. As Sierra Club and other Public Interest 
Organizations explained in their initial and reply comments on the Proposed Rule, 
and as EERC found in rejecting the Proposed Rule, there is no evidence that such 
generating unit retirements threaten the reliability or resiliency of the system.^ 
Instead, as PJM recently explained in response to questions from the U.S. Senate 

PJM does not believe that operating outside of the market to preserve 
a particular class or type of generation is needed at this time for 
reliability. The markets have been resilient in attracting new 
investment. In addition, a variety of tools exist as a backstop should 
specific generation be needed in a particular area.^° 

Nothing in EirstEnergy’s request supports a different conclusion here. 

Given that EirstEnergy’s thin support for its request closely resembles that 
presented to initiate EERC’s consideration of the Grid Resiliency Pricing Rule, 
Sierra Club refers the Department to the extensive record created in that case, in 
particular, the comments of Public Interest Organizations, cited above, and those of 
PJM Interconnection, which provide a detailed rebuttal of the arguments presented 


^ January 8, 2018 EERC Order in Docket Nos. RM18-1-100 and AD18-7-000. 

U.S. Sen. Comm, on Energy and Nat. Res., The Performance of the Electric Power 
System in the Northeast and Mid-Atlantic During the Recent Winter Weather Events, 
Including the Bomb Cyclone, Questions for the Record Submitted to Mr. Andrew 
Ott, Response to Question 1 from Sen. Lisa Murkowski (Jan. 23, 2018). 
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by FirstEnergy in its Request.We write here to briefly address two of the more 
egregious arguments posited in FirstEnergy’s request—FirstEnergy’s claims that 
the 2014 Polar Vortex and the recent Bomb Cyclone somehow demonstrate the 
resiliency value of the aging coal and nuclear units in PJM. 

1. The Polar Vortex does not justify FirstEnergy’s request for DOE to prop up 
uneconomic coal and nuclear units in PJM. 

FirstEnergy’s continued misrepresentation of the events of the 2014 Polar Vorte 
is especially galling. Request 5, 9, 17. Indeed, while FirstEnergy claims that the 
Polar Vortex established the necessity of its coal and nuclear units, the Polar Vortex 
actually showed that on-site fuel storage does not ensure enhanced resiliency. 

Of the 35,000 MW of generation capacity that failed to respond, nationwide, 
during the Polar Vortex, 26 percent was coal and 5 percent was nuclear. DOE Staff 
Report at 98. And while a significant amount of natural gas capacity also 
experienced outages, the majority of those outages related to frozen equipment, not 
fuel supply issues.Within PJM, only a quarter of the record high 22% forced 
outage rate on January 7, 2014, was the result of fuel supply issues.Far more 
significant were other causes such as faulty plant maintenance and weather-related 
damage.PJM’s subsequent analysis of the Polar Vortex also highlighted that two 
resources not reliant on fuel—wind energy and demand—overperformed during that 
time period. 


11 Initial Comments of PJM Interconnection, L.L.C. on the United States 
Department of Energy Proposed Rule. 

12 NERC Polar Vortex Review, at 2, 13 (2014), available at 

httpV/www.nerc.com/pa/rrm/Januarv%202014%20Polar%20Vortex%20Re view/polar 

Vortex Review 29 Sept 2014 Final.pdf . 

13 PJM, Analysis of Operational Events and Market Impacts During the January 
2014 Cold Weather Events at 25 (May 8, 2014), available at 
http://www.pim.com/~/media/hbrarv/reports-notices/weather-related/20140509- 

analvsis-of-operational-events-and-market-impacts-during-the-ian-2014-cold- 

weather-events.ashx (hereinafter “PJM Jan. 2014 Cold Weather Events”). 

14 

15 Id. at 19-21 (May 8, 2014). FirstEnergy repeatedly states that 9300 MW of gas 
generation was unavailable during the Polar Vortex. Request 5, 17. This claim is 
based on the isolated fact during one hour of the Polar Vortex, 9,300 MW of 
generation was unavailable due to interruptions in the natural gas supply. PJM 
Jan. 2014 Cold Weather Events at 26. FirstEnergy fails to mention, however, that 
the amount of coal that experienced outages at that same time was 13,700 MW. Id. 
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FirstEnergy ignores the fact that, although fossil-fueled generators failed to 
perform at a significant rate during the Polar Vortex, PJM successfully managed 
the threat without having to resort to blackouts, and “even on the day with the 
tightest power supplies - January 7 - several steps remained before electricity 
interruptions might have been necessary This is in large part because PJM, like 
each RTO, provides for a planning reserve margin precisely to ensure reliability in 
the event that many supply resources are impacted at the same time, as occurred 
during the Polar Vortex. 

And FirstEnergy also fails to acknowledge the significance of the reforms carried 
out after the Polar Vortex, which aimed to address the high generator outage rates 
during the event. In response to the Polar Vortex, FERC held a technical 
conference focused on the impacts of the Polar Vortex and actions to respond. In 
November 2014, FERC issued an order to initiate a review of how each RTO was 
addressing “fuel assurances,” a “broad concept” intending to encompass “a range of 
generator-specific and system-wide issues, including the overall ability of an 
RTO’s/ISO’s portfolio of resources to access sufficient fuel to meet system needs and 
maintain reliability.”Each affected RTO responded to this directive, and 
ultimately adopted a series of reforms intended to address winter performance 
concerns. For example, PJM implemented a series of common-sense nonmarket 
reforms to improve generators’ preparedness for winter conditions.^® In the very 
next winter, despite even higher peak winter loads, PJM saw much lower forced 
outage rates than during the Polar Vortex, and improved performance among 
generators that had participated in pre-winter operational testing—one of the 
reforms PJM put in place following the Polar Vortex .20 In addition, both PJM and 
ISO-NE modified their capacity market rules so as to ensure supplier performance 
during scarcity conditions. 


PJM Jan. 2014 Cold Weather Events at 4. 

Notice of Technical Conference, “Winter 2013-2014 Operations and Market 
Performance in Regional Transmission Organizations and Independent System 
Operators” AD 14-8 (February 21, 2014). 

Order on Technical Conferences, 149 FERC 1 61,145 (Nov. 20, 2014). 

1 ® See Protest of Public Interest Organizations, FERC Docket No. ER15-623-000, at 
Appendix B (summarizing PJM’s extensive measures to improve generator 
preparedness). 

See PJM Interconnection, 2015 Winter Report (May 13, 2015), at 
http://www.pim.com/-/media/librarv/reports-notices/weather-related/20150513-2015- 

winter-report.ashx?la=en , at 5-6. 

21 See Order on Proposed Tariff Revisions, 151 FERC Tf 61,2018 (2015); Order on 
Tariff Filing and Instituting Section 206 Proceeding, 147 FERC Tf 61,172 (2014). 

While FirstEnergy suggests that the Capacity Performance program somehow 
“failed” because it did not spur the development of new gas supply contracts. 
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Finally, FirstEnergy’s Request would support a fleet of merchant coal units that, 
in fact, performed quite poorly during the Polar Vortex.Analysis hy Synergy 
Energy Economics of hourly generation data reveals that, after initially ramping up 
to meet growing demand, the coal fleet’s performance began to decline even before 
the peak hour on January 6, 2014.23 By PJM’s winter peak on the evening of the 
1^^, coal output had fallen by more than 2,500 MW relative to its peak from the 
prior day.24 Even among units that remained online, most coal units provided less 
output at the season peak than they had the previous day. 

2. The recent Bomb Cyclone weather event and resulting NETL Report do not 
justify FirstEnergy’s request for DOE to prop up uneconomic coal and 
nuclear units in PJM. 

In an apparent effort to distinguish its request from the rejected Proposed Rule, 
EirstEnergy relies heavily on a recently released National Energy Technology 
Laboratory report (“NETL Report”) that purports to find that coal-fired generating 
units were critical to preserving “resiliency” in PJM and other RTOs/ISOs during 
the “Bomb Cyclone” winter event in late December to early January.25 The NETL 
Report’s claim about the resiliency of existing coal units in PJM is based on the fact 
that during the Bomb Cyclone, coal generation increased more in comparison to the 
level of generation from December 1 through 26, 2017 than did other forms of 
generation. EirstEnergy extrapolates from the report that the impacts of the Bomb 
Cyclone show that “immediate action” to prop up uneconomic coal and nuclear units 
is “critical.”23 

EirstEnergy’s reliance on the NETL Report is unavailing because that report 
does not actually measure resilience in PJM. Instead, as Michael Goggin at Grid 


Request 11, the company does not address whether that program has, in fact, 
increased reliability and resiliency of the grid by incentivizing many coal and gas 
units to weatherize and improve their preparedness for winter events. 

22 Public Interest Organization Initial Comments, RM18-1-000, Appendix E, at E- 
15. 

23 M 

24 M 

25 EirstEnergy Request at 3-8, citing National Energy Technology Laboratory, 
Reliability, Resilience, and the Coming Wave of Retiring Baseload Units Volume I: 
The Critical Role of Thermal Units During Extreme Weather Events (Mar. 13, 
2018) (“NETL Report”), available at https://www.netl.doe.gov/research/energy- 
analvsis/search-publications/vuedetails?id=2594 

23 EirstEnergy Request at 3. 
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Strategies LLC has explained, “the report employs a flawed metric of resilience 
that does not indicate the performance of different types of generators, hut instead 
simply finds which energy sources are the most expensive.” In particular, coal 
generation was ahle to increase significantly during the Bomh Cyclone only because 
those coal units were too costly to operate earlier in December and, therefore, were 
either idle or only partially utilized. The fact that those idle or partially utilized 
coal plants increased their generation during the Bomb Cyclone shows only that 
those coal generators are uncompetitive unless electricity and gas prices increase 
significantly. Nothing in the NETL Report shows that such increased generation, 
or the substantially increased costs that it would entail, are necessary to ensure the 
resiliency or reliability of the PJM system. All bulk electric systems will have some 
generation that is more expensive and is therefore used primarily during peak load 
conditions. In PJM’s current generation portfolio many merchant coal plants 
function (inefficiently) as peaking units, but when those units retire others will take 
their place as PJM always procures enough generation capacity to meet its reserve 
margin requirement. In fact, PJM is currently oversupplied and has substantially 
more generating capacity than it needs. 

The NETL Report is unhelpful to EirstEnergy’s effort to take advantage of the 
Bomb Cyclone because the report fundamentally misses the point. As Michael 
Goggin explains: 

A true examination of resilience would assess actual performance in 
keeping the lights on for customers. Such an effort should focus on the 
transmission and distribution system failures that cause the vast 
majority of customer outages. Such an analysis would also include a 
range of threats to the power system. 

Neither the NETL Report or EirstEnergy’s request provide such an analysis. 
Instead, they rely on a simplistic assessment that shows that many coal units in 
PJM are expensive, but fails to support EirstEnergy’s claim that they are critically 
needed. 

In an effort to bolster its case, EirstEnergy seizes on a statement in the NETL 
Report that demand in PJM “could not have been met without coal” to claim that 
propping up coal units that are planning to retire by 2025 is necessary.But that 
claim in the NETL Report, which focuses on capacity rather than generation, is 
meaningless because it relies on the unrealistic assumption that no other capacity 


2’^ Michael Goggin, Eossil Lab Misses Mark in Cold Weather “Resilience” Report, 
(Mar. 28, 2018), available at http://sustainableferc.org/fossil-lab-misses-mark-in- 
cold-weather-resilience-report/ . 

28 EirstEnergy Request at 4, citing NETL Report at 17. 
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would replace the retiring coal.^® In reality, substantial amounts of new generation 
has come online as coal units have retired over the past eight years, as PJM 
recently detailed: 

On the resource side, it should be noted that although PJM saw about 
22,000 MW of coal units retire since 2010, the capacity market 
attracted more than 37,000 MW of new generation since 2007, of which 
more than 21,000 MW of new generation was placed in service between 
2010 and 2017. This has resulted in a current PJM reserve margin of 
29.1 percent, which is well above the targeted reserve margin of 16.6 
percent for 2017 and 16.1 percent for 2018.^° 

There is no reason to believe that future coal and nuclear unit retirements that may 
occur by 2025 would not similarly be met with new resources, including renewables, 
demand response, and energy storage. 

Echoing the NETL Report, EirstEnergy proclaims serious concerns about the 
fact that many of the coal units that dispatched during the Bomb Cyclone are 
expected to retire in the coming years.In support, EirstEnergy notes that PJM’s 
President has recently testified that 1,410 MWs of nuclear generation and 3,688 
MWs of coal generation that operated during the Bomb Cyclone is scheduled to 
retire in the next five years.^^ The Company neglects to mention, however, that 
PJM went on to explain that those retiring coal units had a significantly higher 
forced outage rate (ranging from 16% to 31.7%) during the Bomb Cyclone than the 
8% to 11.7% forced outage rate for the non-retiring coal units during that same 
time.In other words, on the metric that EirstEnergy claims to be concerned 


29 NETL Report at 17 (noting that “any retiring units that were dispatched during 
the event would have to be replaced.”). 

30 U.S. Sen. Comm, on Energy and Nat. Res., The Performance of the Electric Power 
System in the Northeast and Mid-Atlantic During the Recent Winter Weather Events, 
Including the Bomb Cyclone, Questions for the Record Submitted to Mr. Andrew 
Ott, Response to Question 1 from Sen. Lisa Murkowski (Jan. 23, 2018). 

31 EirstEnergy Request at 7. 

32 EirstEnergy Request at 7, citing U.S. Sen. Comm, on Energy and Nat. Res., The 
Performance of the Electric Power System in the Northeast and Mid-Atlantic During 
the Recent Winter Weather Events, Including the Bomb Cyclone, Questions for the 
Record Submitted to Mr. Andrew Ott, Response to Question 2 from Sen. Mike Lee 
(Jan. 23, 2018). 

33 U.S. Sen. Comm, on Energy and Nat. Res., The Performance of the Electric Power 
System in the Northeast and Mid-Atlantic During the Recent Winter Weather Events, 
Including the Bomb Cyclone, Questions for the Record Submitted to Mr. Andrew 
Ott, Response to Question 2 from Sen. Mike Lee (Jan. 23, 2018). 
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about—performance during extreme weather events—the coal units that the 
company wants to force customers to prop up fail.^^ 

Ultimately, FirstEnergy’s attempt to use the Bomb Cyclone as an excuse to bail 
out its coal and nuclear plants fails because the PJM systems performance during 
that weather event shows that there is no looming resiliency crisis. In fact, PJM 
itself found that: 

During the recent cold snap, PJM did not call a performance 
assessment interval, a 72-hour maintenance recall or any transient 
shortage intervals. However, the system was well tested and, as 
detailed in this report, there were indicators of improved performance 
of generating resources since 2014. Overall, the grid and the 
generation fleet performed well. Even during peak demand, PJM had 
excess reserves and capacity. 

The available evidence plainly shows that in a time of major changes to the energy 
mix in our country, PJM is ensuring system reliability and the resilience to keep the 
lights on even during significant weather events such as the Bomb Cyclone. No 
basis has been provided for disrupting that system with substantial sums of out-of¬ 
market payments that would help prop up some of the oldest and least reliable coal 
units in the system while filling the coffers of the merchant generating companies 
that own those units. 


PJM also noted that it “does not see any challenge to reliability or fuel diversity 
from the announced retirements.” U.S. Sen. Comm, on Energy and Nat. Res., The 
Performance of the Electric Power System in the Northeast and Mid-Atlantic During 
the Recent Winter Weather Events, Including the Bomb Cyclone, Questions for the 
Record Submitted to Mr. Andrew Ott, Response to Question 2 from Sen. Mike Lee 
(Jan. 23, 2018). 

35 PJM INTERCONNECTION, PJM COLD SNAP PEREORMANCE DEC. 28, 2017 
TO JAN. 7, 2018 (Eeb. 26, 2018), available at http://www.pim.com/- 
/media/hbrarv/reports-notices/weather-related/20180226-ianuarv-2018-cold- 

weather-event-report.ashx . PJM has also noted that it had 5,400 MWs of 
emergency demand response available during the Bomb Cyclone that it did not end 
up needing to utilize. U.S. Sen. Comm, on Energy and Nat. Res., The Performance 
of the Electric Power System in the Northeast and Mid-Atlantic During the Recent 
Winter Weather Events, Including the Bomb Cyclone, Questions for the Record 
Submitted to Mr. Andrew Ott, Response to Question 2 from Sen. Lisa Murkowski 
(Jan. 23, 2018). 
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IV. CONCLUSION 


For the foregoing reasons, Sierra Club asks the Department of Energy to 
promptly deny the request of FirstEnergy Solutions. 

Sincerely, 

/s/ Casey Roberts _ 

Casey Roberts 

Sierra Club Environmental Law Program 
1536 Wynkoop St., Suite 200 
Denver, CO 80202 
(303) 454-3355 
casev.roberts@sierraclub.org 


Sanjay Narayan 

Sierra Club Environmental Law Program 
2101 Webster St., Ste. 1300 
Oakland, CA 94612 
(415) 977-5769 

sani a V. nara van@sierraclub. or g 


Bridget Lee 

Sierra Club Environmental Law Program 
50 F. St., NW, 8th Floor 
Washington, D.C. 20001 
(845) 323-5493 
bridget.lee@sierraclub.org 


cc: 

Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, D.C. 20585 

Patricia A. Hoffman 

Principal Deputy Assistant Secretary, DOE Office of Elec. Deliver & Energy 
Reliability 

Office of Electric Reliability and Energy Reliability 
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U.S. Department of Energy 
1000 Independence Ave., S.W. 
Washington, D.C. 20585 

Rick C. Giannantonio 
General Counsel 
FirstEnergy Solutions Corp. 

76 South Main Street 
Akron, OH 44308 

Craig Glazer 

VP, Federal Government Policy 
PJM Interconnection, L.L.C. 
1200 G St., N.W., Ste. 600 
Washington, D.C. 20005 
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Document 8 

Kemper, Kyle (CONTR) 


From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Batra, Rakesh 

Friday, March 30, 2018 11:15 AM 

Jereza, Catherine;Hoffman, Patricia;Konieczny, Katherine 
Lotto, Adrienne;Walker, Bruce;Harbin, Christine;Rosenbaum, Matthew 
RE; Sierra Club's response to FirstEnergy request for emergency order 
another ruse for _bailout_ say opponents.pdf 


You may have read the attached article, but in case you have not, this may be of interest to you. 

Rakesh 

From: Jereza, Catherine 

Sent: Friday, March 30, 2018 11:07 AM 

To: Hoffman, Patricia <Pat.Hoffman@hq.doe.gov>; Batra, Rakesh <Rakesh.Batra@Hq.Doe.Gov>; Konieczny, Katherine 
<Katherine.Konieczny@Hq.Doe.Gov> 

Cc: Lotto, Adrienne <Adrienne.Lotto@hq.doe.gov>; Walker, Bruce <Bruce.Walker@hq.doe.gov>; Harbin, Christine 
<Christine.Harbin@hq.doe.gov>; Rosenbaum, Matthew <Matthew.Rosenbaum@hq.doe.gov> 

Subject: FW: Sierra Club's response to FirstEnergy request for emergency order 


From: Bridget Lee [mailto:bridget.lee@sierraclub.org] 

Sent: Friday, March 30, 2018 9:00 AM 

To: Secretary Perry < The.Secretarv@hq.doe.gov >; Jereza, Catherine < Catherine.Jereza@Hq.Doe.Gov > 

Cc: Casey Roberts < Casev.Roberts@sierraclub.org >; Sanjay Narayan < saniav.naravan@sierraclub.org >; 
Craig.Glazer@pim.org; Steven.Pincus@pim.org 

Subject: Sierra Club's response to FirstEnergy request for emergency order 

Mr. Perry and Ms. jereza. 

Attached please find the Sierra Club's response to the request for an emergency order under the 
Federal Power Act filed yesterday by FirstEnergy Solutions. 

Thank you for your time and consideration. 

Best regards, 

Bridget 



Bridget Lee 

Staff Attorney 

Environmental Law Program 
845-323-5493 (direct) 
202-547-6009 (fax) 
bridqet.leeOsierraclub.orq 
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BUSINESS 

FirstEnergy DOE emergency appeal 
another ruse for "bailout" say 
opponents 

Updated 8:52 AM; 

Posted 6:00 AM 



The future of FirstEnergy Solutions, an 
unregulated FirstEnergy subsidiary and 
owner of the company’s competitive power 
plants, is at stake in a series of maneuvers 
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the company is making to secure additional 
ratepayer money for Its power plants, or 
close them or sell them if a buyer can be 
found. The company has in less than 18 
hours announced it would close its three 
nuclear power plants In three years and 
asked the U.S. Department of Energy to 
declare an emergency because a number of 
utilities are planning to close or coal and 
nuclear reactors In the face of competition 
from gas turbine plants and wind turbine 
farms. (FirstEnergy) 
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shares 


By John Funk . The Plain Dealer 

CLEVELAND -A growing chorus of opponents are 
condemning the maneuver by FirstEnergy Solutions 
Thursday to convince the U.S. Department of Energy that 
an electrical supply emergency exists in Ohio and 12 other 
states. 

The emergency, wrote the power plant company's parent 
FirstEnergy Corp. in a formal application to the DOE. Is that 
the regional high-voltage power grid could become 
unstable if the company shuts down its three nuclear 
power plants over the next three years, as it threatened 
Wednesday. 
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FirstEnergy is asking the DOE to declare that an official 
emergency exists and order grid manager PJM 
Interconnection to, in effect, dispatch the company's 
power ahead of the cheaper electricity generated by wind 
turbine farms and a growing fleet of gas turbine plants built 
by entrepreneurs. 

PJM's long-time policy is to favor the lowest priced power 
available to maintain a stable grid. More expensive power is 
chosen as needed. 

"PJM has done little to prevent this emergency despite the 
numerous signs for many years that the emergency was 
coming," the company wrote in its DOE emergency 
application. "Nuclear and coal-fired generators in PJM have 
been closing at a rapid rate—putting PJM's system 
resiliency at risk-and many more closures have been 
announced." 


Reaction so far from the DOE is that it will evaluate the 
claim. 

Others are not so calm. Here is a sampling of immediate 
reaction: 
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• From NRG Energy, a competitive power company 
which owns coal and nuclear power plants, including 
the Avon Lake coal-fired plant, as well as renewable 
energy projects: "The only crisis here is one affecting 
FirstEnergy's shareholders, and Ohio ratepayers should 
not be asked to bail out FE just because it can't figure 
out how to profitably operate its power plants." said 
David Gaier. spokesman. "The established and proven 
competitive energy markets are the only way to ensure 
both reliability as well as just and reasonable energy 
prices for consumers. These actions could destroy 
them." 

• From the American Petroleum Institute: "FirstEnergy 
needs to stop misleading the public and government 
officials about the status of its power plants in Ohio and 
Pennsylvania." said API Market Development Group 
Director Todd Snitchler (and former chairman of the 
Public Utilities Commission of Ohio.) "FirstEnergy's 
latest attempt to spread a false narrative surrounding 
the reliability of the electric grid is nothing more than a 
ruse that will force Main Street consumers to pay higher 
prices.' 

• From Earthjustice, a Philadelphia law firm that has 
represented the Sierra Club in its opposition to 
FirstEnergy's earlier plans to raise customer rates in 
Ohio and direct the extra money to the power plants: 
"FirstEnergy wants to hold utility customers hostage 

and force them to subsidize its bad business decisions a 
by propping up aging and inefficient coal and nuclear 
units." said attorney Kim Smaczniak. "This request by 
FirstEnergy is a desperate attempt to get special 
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treatment from [DOE] Secretary [Rick] Perry, and seeks 
to end run FERC's unanimous rejection of almost the 
same bailout proposal [from coal companies] less than 
three months ago." 

• From the national business group Advanced Energy 
Economy: FirstEnergy's request attempts to short- 
circuit PJM's well-established process for analyzing the 
reliability impacts of generation retirements, and 
ignores FERC's ruling earlier this year finding that no 
emergency exists that would justify providing special 
treatment to coal and nuclear power plants in our 
competitive electricity markets. We fully expect 
Secretary Perry to reject this application." said 
Malcolm Woolf, senior vice president of policy. 

• From the Natural Resources Defense Council: "First 
Energy is desperate to pad its bottom line at the 
expense of its customers. The region is awash in 
cleaner and cheaper resources, and First Energy can't 
compete in the market." said attorney John Moore. 

"This move is stunning given that the Federal Energy 
Regulatory Commission, the Department of Energy, and 
the state of Ohio have all rejected these bailouts." 

• From the national offices of the Sierra Club: "After 
making foolish investments in expensive and dangerous 
coal and nuclear plants, FirstEnergy Solutions Is again 
demanding that electricity customers bail them out 
through this outrageously illegal proposal." said Mary 
Anne Hitt, director of Sierra Club's Beyond Coal 
campaign. "Ratepayers and regulators have already 
rejected multiple attempts by the company to bail out 
these coal and nuclear plants that can no longer 
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compete in the marketplace. If the Trump 
Administration bows to FirstEnergy and moves forward 
with this bailout attempt, Sierra Club fully intends to 
challenge and defeat the administration in court.** 


Registration on o< use of this site constitutes acceptance of our User Agreement and 
Privacy Policy 

O ^18 Advartce Ohio All rights reserved (About Us) 

The materia) on this site may not be reproduced, distributed, ti ahsmitted. cached or 
otiterwise used, except with the pnor written permission of Advance Ohio 

Communtty Rules apply to aH content yoti upload or otherwise submit to this site. 
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From: 

Sent 

To: 

Cc: 

Subject 


Konieczny, KdthcnrM’ 

Friday. March 30; ?018 1124 AM 

lereza, CatherinejFloffmda Pdtridd:Bat/a. Rakesh 

lotto, Adrienne,Walker, Bruce;F3afbin. Christine:Rosenbaum. Matthew 

Rf- Sierra Cbib's response to FirstEnergy request for emergerkcy order 


(b)<5)a/c 


Thanks, 

Kathy 

From: Jareza, Cathann* 

Sant: Friday, March 30, 2018 11:07 AM 

To: Hoffman. Patricia <Pat.Hoffman$hq.doa.gov>; Batra, Rakash <Rakash.Batra9Hq.Doa.Gov>, Koniaczny, Katharine 
<Katharina.Koniec 2 ny$Hq.Doa. 6 ov> 

Cc: Lotto, Asinanria <Adrianna.lotto@hq.doa.gov>, Walkar, Bruce <Bruce.Walkar@hq.doa.gov>; Harbin, Christina 
<Christina.Harbin^Kq.doa.gov>; Rosenbaum, Matthew <Matthaw.Rosanbaum9hq.doa.gov> 

Subfact: FW: Sierra Club's response to FirstEnergy request for emergency order 


From: Bridget Lea {mailtoibndget.leeg&sierraciub.orgl 
Sant: Friday, March 30, 2018 9:00 AM 

To: Secretary Perry cThe.Secretarvgiho doe gov >: Jereza, Cathenna < CatherintJerez 3 ffiHQ.C>oe.Gov > 

Cc: Casey Roberts < Casev.Rober 1 s^sierraclub.org >. Sanjay Narayan < saniav,naravan@sierraclub.org >. 
Craig.Gtazer(gpjm.c»fg:Steven.Pincvs@pim,org 

Subfect: Siarra Club's responsa to FirstEnergy request for emergerKy order 

Mr. Perry and Ms. Jereza, 

Attached please find the Sierra Qub's response to the request for an emergency order under the 
Federal Power Act filed yesterday by FirstEnergy Solutions. 

Thank you for your time and consideration. 

Best regards, 

Bridget 
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SIERM 

CUiB 


Bridget Lee 

Staff Attorney 

Environmental Law Program 
845-323-5493 (direct) 
202-547-6009 (fax) 
bridqet.leeOsierraclub.orq 


PRIVILEGE AND CONFIDENTIALITY NOTICE - This iTiessage may contain information that is confidential or legally privileged. If you 
are not the intended recipient, please immediately advise the sender by reply email that this message has been 
inadvertently transmitted to you and delete this email from your system. 
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Attachments: 


From: 

Sent: 

To: 

Cc: 


Subject: 


Glazer, Craig <Craig.Glazer@pjm.com> 

Friday, March 30, 2018 12:09 PM 
Secretary Perry 

Menezes, Mark;Walker, Bruce;Cunningham, Sean;Hoffman, Patricia;Jereza, 
Catherine;Duane, Vincent P. 

PJM Response to First Energy March 29 Request to the Secretary for Section 202 (c) 
Emergency Relief 

FE Solutions Request for Emergency Relief (W0153752x8DF47).pdf 


PJM is submitting for the Secretary's consideration the attached letter in response to First Energy's March 29 
request for emergency relief. In this response, PJM outlines the process it will be undertaking, consistent with its FERC- 
approved tariff, to review the reliability impacts from the announced deactivations. Accordingly, PJM requests the 
Secretary to hold First Energy's request in abeyance so that the Secretary may have the benefit of PJM's analysis of the 
reliability impacts, if any, associated with the announced deactivations. 

Should you have any questions or seek additional information, please contact me at the address below. 

CRAIG GLAZER 

Vice President-Federal Government Policy 
PJM Interconnection, LLC—D.C. Office 

Suite 600 

1200 G Street, N.W. 

Washington, D.C. 20005 
(b) (6) 

Craig.Glazer(S) PJM.COM 
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2750 Monroe Boulevard 
Audubon, PA 19403-2497 

Vincent P. Duane 

Sr. VP General Counsel, Law, Compliance 

& External Affairs 

610.666.4367 

610.666.4281 FAX 

Vincent.duane@pim.com 


March 30, 2018 


The Honorable James Richard Perry 
Secretary of Energy 
United States Department of Energy 
1000 Independence Avenue, S.W. 

Washington, DC 20585 

Re: FirstEnergy Solutions’ Request for Emergency Relief under Section 202 of the Federal Power Act 

Dear Secretary Perry: 

PJM Interconnection, LLC (PJM) respectfully seeks to submit this response to the above-referenced 
request filed by FirstEnergy Solutions and affiliates (FES) on March 29, 2018. While the PJM system 
presently is reliable by all measures, PJM will refrain, at this time, from responding to FES’ assertion that 
an “emergency condition” will arise should certain FES nuclear plants and potentially certain FES coal 
plants retire in upcoming years as announced or threatened by the company.^ 

PJM will not use this opportunity to express agreement or disagreement with several major points of 
argument advanced by FES; nor will we correct at this time several misstated facts presented by FES. 
Instead, PJM simply points out to the Secretary two very obvious and objective facts that relieve the 
Department from the need to take precipitous, immediate action to address FES’ request. 

First, whether FES’ actions create a reliability concern that may threaten the stable and reliable operation of 
the grid, much less constitute an emergency within the meaning of Section 202(c) of the Federal Power 
Act, is a question that will be answered by a proscribed, detailed and regularly employed process found in 
Part V of the PJM Tariff. Consistent with the PJM Tariff, over the next 30 days, PJM will undertake a 
thorough analysis of its system to determine whether the announced retirements would present systemic 
adequacy issues or any local reliability issues, such as insufficient voltage support. Should any such 
finding result, the PJM Tariff provides an additional 60 days to work with FES and a range of tools 
available, including ordering transmission system upgrades and, if necessary, offering full cost of service 
compensation under Part V of the PJM Tariff to induce assets to remain temporarily on-line. Ultimately, 
PJM could also join FES in its instant request should other remedial options prove insufficient. 

Second, PJM can state without reservation there is no immediate threat to system reliability. Indeed, the 
FES units that announced their expected retirement earlier this week, by their own disclosures, will remain 
operational in most cases until through May 2021. Moreover, these announcements are not binding - FES 


1 Curiously, the request purports to seek relief for the entire FES merchant fleet - and somehow on behalf of others - relief for all 
other coal and nuclear units in PJM, totaling over 80 generation units. PJM will evaluate the question of impaired reliability or an 
“emergency condition’’ based on actual facts - announced retirements - not on the company’s general dissatisfaction with the 
PJM markets or its competitive position therein. Nor will PJM evaluate the impact of closure of other companies’ plants unless 
or until owners of such plants raise the matter with PJM. 

{W0153751.1} 
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can elect to rescind this notice, or should assets be sold, a subsequent purchaser likewise may decide to 
continue to operate the units. But even assuming these units do in fact close as of the dates announced, 
PJM, FERC, and the Department of Energy will have ample time before then to take measures, which at 
the extreme might include the kind of relief sought in the instant request. 

PJM therefore respectfully requests that the Secretary allow PJM’s FERC-accepted process to unfold in an 
orderly manner and refrain from taking unnecessary, extraordinary and precedential immediate action as 
sought by FES. PJM will commit to sharing publicly (to the maximum extent possible), and in any event to 
the Department of Energy, our findings resulting from our 30-day process for evaluating the system 
implications of FES’ announced retirements. 

Thank you for considering PJM’s perspective and suggestions. 

Sincerely, 



Vincent P. Duane 

cc: Mark Menezes, DOE 

Bruce Walker, DOE 
Sean Cunningham, DOE 
Patricia Floffman, DOE 
Catherine Jereza, DOE 


{woi5375i.i)610.666.8980 | www.pjm.com 
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From; John E. Sheik <Jshelk^epvi or 9 > 

Sent Friday, March 30,2018 1231 PM 

To: Secretary PerryiMcCormack, BriaaMer^ezes^ MarfcWdlker. Bfuce:Hoffmaa Patricia;Cade. 

Steven 

Subject Group Letter on FES 202(c) letter 

Attachments: FINAL request for comment period on FES 202c fdmg.pdf; AT100001 htm 


Please see attached coiuiesy copy* of letter from 11 orgauizations to tlte Secretary as beiug lioiid delivered to 
DOE presently. 1 was asked to seud tliis to each of you ou behalf of the joxrup. 

Best, 

John 


t 



March 30, 2018 


Via Courier 


The Honorable James Riehard Perry 
Seeretary of Energy 
U.S. Department of Energy 
1000 Independenee Avenue, S.W. 

Washington, DC 20585 

Re: Joint Request of the Energy Industry Trade Associations for Notice-and- 

Comment Procedures Regarding the March 29, 2018 Request of First Energy 
Solutions for an Emergency Order Pursuant to Section 202(c) of the Federal 
Power Act 


Dear Seeretary Perry: 

The Advaneed Energy Economy, the Ameriean Council on Renewable Energy, the 
Ameriean Eorest & Paper Assoeiation, the Ameriean Petroleum Institute, the Ameriean Wind 
Energy Assoeiation, the Eleetrie Power Supply Assoeiation, the Eleetricity Consumers Resouree 
Council, the Independent Petroleum Assoeiation of Ameriea, the Interstate Natural Gas 
Assoeiation of Ameriea, the Natural Gas Supply Assoeiation, and the Solar Energy Industries 
Assoeiation (eolleetively, “Joint Industry Commenters”) hereby respeetfully submit this joint 
request that the Seeretary of Energy establish notiee-and-eomment proeedures with respeet to the 
Mareh 29, 2018 request (the “March 29 Request”) of EirstEnergy Solutions (“EE Solutions”) for 
issuanee of an order pursuant to Seetion 202(o) of the Eederal Power Aet (the “PPA”).i In the 
March 29 Request, PE Solutions asks the Seeretary to require PJM Interconneetion, E.E.C. 
(“PJM”) to pay eertain nuelear-powered and eoal-fired generators “eost-based rates that provide 
for full eost recovery. . . .”2 As was well-doeumented in the reeent proeeeding before the 
Eederal Energy Regulatory Commission (“PERC”) initiated by the Seeretary’s Oetober 10, 2017 
proposed rulemaking on grid resilienee prioing,^ sueh action would have far reaching 
implications for the PJM markets and for a broad speetrum of parties, ineluding those 
represented by the Joint Industry Commenters. It is, therefore, imperative that all stakeholders 
be afforded notiee, and a meaningful opportunity to be heard, before any favorable aetion is 
taken on the Mareh 29 Request. ^ 


1 16U.S.C. § 824a(c)(2017). 

2 March 29 Request at 31. 

3 See Grid Resilience Pricing Rule, Notice of Proposed Rulemaking, 82 Fed. Reg. 46,940 (Oct. 10, 
2017) (the “October 10 NOPR”). 

4 Naturally, the Joint Industry Commenters would not object to the Secretary’s rejection of the 
March 29 Request without notice and comment. 
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March 30, 2018 
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The purported problem prompting the March 29 Request is the same one that was the 
subject of the Secretary’s October 10 NOPR.^ On January 8, 2018, FERC issued an order 
terminating that rulemaking and initiating a separate proceeding in order “to examine holistically 
the resilience of the bulk power system.”^ FERC held that none of the participants in the 
rulemaking, including EE Solutions, which filed extensive comments, had demonstrated that 
existing tariffs were unjust and unreasonable or that the proposed cost-based rates for select 
generators were just and reasonable.^ FERC also relied on “extensive comments” from PJM and 
other system operators which identified no “past or planned generator retirements that may be a 
threat to grid resilience.”^ By its March 29 Request, EE Solutions is asking the Secretary to 
second-guess FERC’s expert findings on a record substantially less developed than that in the 
FERC proceeding. This is particularly problematic where the proposed remedy is concerned, 
because Section 202(c) of the FPA unambiguously requires that any compensation required by 
the Secretary be “just and reasonable.EE Solutions is also asking the Secretary to disregard 
the Department of Energy’s own regulations, which clearly state that “economic factors relating 
to service . . . generally will not be considered as emergencies unless the inability to supply 
electric service is imminent.”!*’ As recognized in the FERC proceeding and as discussed below, 
there is no imminent threat. 

Even leaving aside the merits and assuming arguendo that the March 29 Request 
identifies a valid problem, EE Solutions’s own conduct in response to the Commission’s 
January 8 Order belies claims that there is any immediate problem requiring issuance of an order 
before affected parties have a meaningful opportunity to be heard. Specifically, EE Solutions did 
not avail itself of the opportunity to request rehearing of the January 8 Order within the 30 days 
prescribed by the EPA’i and waited nearly three months to file the March 29 Request. It would 
be manifestly unreasonable and unfair to both other interested parties and the Secretary for EE 
Solutions to demand that the Secretary act without hearing from interested parties, including 
PJM, after having failed to exercise its right to request rehearing before FERC and waited nearly 
three months before challenging FERC’s order through the March 29 Request to the Secretary. 

It is also telling that the most immediate considerations underlying EE Solutions’s 
March 29 Request are that EE Solutions: (1) “likely will file for bankruptcy by the end of March 
2018”; and (2) has “already submitted notice to PJM that it would deactivate its nuclear 


^ See Grid Resilience Pricing Rule, Notice of Proposed Rulemaking, 82 Fed. Reg. 46,940 (Oct. 10, 
2017). 

^ Grid Reliability & Resilience Pricing, 162 FERC ^ 61,012 at P 1 (2018) (the “January 8 Order”). 

7 See id. at?? \A-\6. 

8 M atP15. 

16U.S.C. § 824a(c) (2012). 

10 C.F.R. §205.371 (2017). 

5eel6U.S.C. § 825/(a)(2012). 
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assets ... in 2020 and 2021. Notwithstanding FE Solutions’s assertions to the contrary, these 
considerations both underscore the lack of urgency in this case. First, the near-term effect of a 
bankruptcy filing will be to decrease, not increase, the financial pressures on FE Solutions 
inasmuch as actions to collect pre-petition debts will be stayed, giving it a “breathing spell” 
while it reorganizes. 13 While the bankruptcy filing may be an unwelcome event for FE 
Solutions and its stakeholders, that event only serves to lessen the immediacy of any alleged 
problem facing society arising from threatened retirements of its facilities. Second, threatened 
retirements that will not occur until 2020 and 2021 can hardly be said to present an issue so 
immediate as to justify denying affected parties the opportunity to comment and depriving the 
Secretary of the benefit of those parties’ input, 

For the foregoing reasons, the Joint Industry Commenters respectfully request that the 
Secretary establish notice-and-comment procedures before taking any favorable action on the 
March 29 Request. Specifically, the Secretary should provide for publication of a notice of the 
March 29 Request in the Federal Register and establish a comment period of at least 60 days. 
Such a comment period would be consistent with the requirements of Executive Order 12866, 
which states that “each agency should afford the public a meaningful opportunity to comment on 
any proposed regulation, which in most cases should include a comment period of not less than 

60 days.” 13 

Thank you for your consideration of this matter. 


Very truly yours. 


Greg Wets tone 
President and CEO 
Todd Foley 

Senior Vice President, Policy & 

Government Relations 

American Council On Renewable Energy 
1600 K Street, N.W. 

Washington, DC 20006 

202-777-7581 

wetstone@acore.org 


Malcolm Woolf 

Senior Vice President, Policy 

Advanced Energy Economy 

1000 Vermont Avenue, N.W., 3’^‘^ Floor 

Washington, DC 20005 

(202)380-1950 

mwoolf@aee.net 


12 See March 29 Request at 8 (footnote omitted). 

13 In re Robinson, 764 F.3d 554, 559 (6th Cir. 2014) (quoting H.R.Rep. No. 95-595, at 340 (1978), 
1978 U.S.C.C.A.N. 5963, 6297). 

I'l FE Solutions also fails to acknowledge that those retirements cannot occur until PJM reviews 
their potential reliability impacts, and that, to the extent reliability impacts are identified, PJM has 
authority to take steps to address them. 

13 Regulatory Planning and Review, Exec. Order No. 12866, 58 Fed. Reg. 51,735, 1993 WL 
13149641, §6 (Sept. 30, 1993). 
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Jerry Schwartz 
Senior Director 

Energy and Environmental Policy 
American Eorest & Paper Association 
HOIK Street, NW, Suite 700 
Washington, DC 20005 
(202) 463-2581 
Jerry_Schwartz@afandpa.org 

Amy E. Earrell 

Sr. Vice President, Government & 

Public Affairs 
Gene Grace 
Senior Counsel 

American Wind Energy Association 
1501 M Street, N.W., Suite 900 
Washington, DC 20005 
(202) 383-2521 
afarrell@awea.org 

Nancy E. Bagot 
Senior Vice President 
Electric Power Supply Association 
1401 New York Avenue, N.W., Suite 950 
Washington, DC 20005 
(202) 628-8200 
NancyB@epsa.org 


Todd A. Snitchler 

Group Director, Market Development 
American Petroleum Institute 
1220 E Street, N.W. 

Washington, DC 20005 
(202) 682-8457 
SnitchlerT @api. org 


John P. Hughes 
President & CEO 

Electricity Consumers Resource Council 
HOIK Street, N.W., Suite 700 
Washington, DC 20005 
(202) 682-1390 
jhughes@elcon.org 


Susan W. Ginsberg 
Vice President, Crude Oil & 
Natural Gas Regulatory Affairs 
Independent Petroleum 
Association of America 
1201 15th Street N.W., Suite 300 
Washington, DC 20005 
(202) 857-4728 
sginsberg@ipaa.org 


Joan Dreskin Patricia Jagtiani 

Vice President & General Counsel Executive Vice President 

Interstate Natural Gas Natural Gas Supply Association 

Association of America 1620 Eye Street, N.W., Suite 700 

20 E Street, N.W., Suite 450 Washington, DC 20006 

Washington, DC 20001 pjagtiani@ngsa.org 

(202)216-5900 
j dreskin@ingaa.org 
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Abigail Ross Hopper 
President & CEO 

Solar Energy Industries Association 
600 14th Street, N.W., Suite 400 
Washington, DC 20005 
(202) 682-0556 
ahopper@seia.org 

cc: Bruee J. Walker, Assistant Secretary, DOE Office of Electric 

Delivery & Energy Reliability 
Patricia A. Hoffman, Principal Deputy Assistant Secretary, 
DOE Office of Electric Delivery & Energy Reliability 
The Honorable Kevin J. McIntyre, Chairman, EERC 
The Honorable Cheryl A. EaEleur, Commissioner, EERC 
The Honorable Neil Chatterjee, Commissioner, EERC 
The Honorable Robert E. Powelson, Commissioner, EERC 
The Honorable Richard Click, Commissioner, EERC 
The Honorable Kimberly D. Bose, Secretary, EERC 
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Swishei, Vivian P. (CONTR) 

Friday, March 30,2018 ^12 PM 

Hohman, Pdtricia.Walker. Bnice;Lotto, Adrienne 
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US Department of Energy 


March 30. 201ft 


VlACOiKtI'K 

The Monorabic James Richard pBfT> 
Sccjcury of Energy 
U.S. DepaiimauoTEnerjiy 
1000 Independence Avenue, S.W. 
Waohlngtnn. DC 20583 


r:\z 

Electricity Delivery and 
Energy Reliability 


Re: Juini Kc4|uc«t of the Fjiergy Industry Trade Assuciatioas for Nulicr-and- 

Cumnicnt Procedure* Rri;ardlnc the March 29, 2018 Request of First Energy 
Solutions fur an F.mergency’ Order Pursnani to Section 202<c) of the Federal 

Ay*_ 


Dear Scvreiory I'crry: 

the Advanced Energy Economy, the American Council on Renewable Energy, the 
American Forest & Paper Associatiua, the Antcricoti Petixileian IreEtitute, ihc American Wind 
Energy Association, (he Electric Power Supply Association, the Electricity C'onsutneis Resource 
Council, the Independent Petroleum Association of America, the Interstate Natural Cia» 
Association of America, the Notunl Cun Supply Association, and the Solar Energy Industries 
Asaociatinn (coHeclively, “Joint Industry Commenters'*) hereby respecllully submit this joint 
request that the Secretary of Energy establish notice-«nd<otnmenl procedure* with respect to the 
March 29, 2018 request (ibe “March 29 Request''> of FirstEnergy ^utions (TE ftoUitions*') for 
issuance of an order pursuant to Section 2(l2(c) of Uic Federal Power Act (ibo "FPA*').' In the 
March 29 Request. FE Solutions asks the Secretary to require PJM Inicrconnection. LL.C. 
C'PJM'*) k) pay certain nuclcaif>powcrcd and toal^firod gcncriuors “cost'hosed rotes ihai provide 
for full cost recovery...."’ As was well>docuiiictitod Hi the icccnl proceeding before the 
Federal Energy Regulatory CtMnmission (“FERC") iniiioted by ihe Secrofory 'i October 10, 2017 
proposed rulemaking on gnd milknce pricing,) such action would have far rraching 
implications for the PJM markets and for a broad ipccirum of panics, including those 
represented by ih* Joint Industry Commenlcrs. It is, Ihcr^'orc, imperative that all stakeholders 
be afTorded notice, and a meaningful opponuniiy to be beard, hcibre any favixable action b 
taken on tlic March 29 Request. * 


< l6U5C|ift24at«|(2017). 

’ March 29 Requett at 31 

* Se0 <Jrld ReUUt*K* RuUt, Notice of Proposed Ruknukhig. K2 Fed. Re*. 46,940 tOct, 10, 

2017) (Ihe "October in Nf)PR*y. 

4 Nalurslt) , Ihe ioini Industry Commemcr* would not nb^ lo Ihe Siecirtaiy's lejevtloti of the 
Msfch 2V Kequeti wtthma notice and comment 


Ilw HuDiinibte Junes Kichanl Pcfry 

March 30.2018 

P;»gc2 


Ihe p<)qx>nc<l pfobtetn ptompling Ote Much 2V Kcquoi the Mine one that wt the 
lubject of ihc Socrrury's October 10 SOPR,> On January' 8. 2018, FERC issued an order 
terminating that rulemaking and iniliaiing a leparatc proceeding in order "to examine holistically 
Ihc resilience of the bulk potxcr system,"* FKRC held that none of the pantcipanU in the 
rulctnaking. including PF. Solutions, which Hied eMensivc comments, had demonstrated that 
existing luilTs were unjust and unieaaonabic or that the proposed cust-biued rates for ticket 
genenitars were Juat and rcascauble.' FHRC also relied on "cxiensKc comments’* from PJM and 
other system operators which identified no "past or planned gertcrator retirements that may be a 
threat to grid resilience.'** By iu March 2^ Request, Fb Sohdions is asking the Secretary to 
secsmd'guess KhRC’s expert findings on a record subsunlialty less devektped than that in the 
FKRC proceeding. This is paiticululy pn>hl«matic where the proposed remedy is concerned, 
because Section 202(e) of the FPA unambiguously requires that any compensation required by 
the Secretary be "just and reasonable.”* FF Solutiona U also asking the Secretary to disregard 
the Depamneni of Energy's own regulations, which clearly stale that "ecanomic factors relating 
to service. , geneniily wilt not be considered as emetgencies uiilc» the Inability to supply 
electric senicc is Imminem."!* As rocogni/ed In the FFJ<C proceeding and as discussed below, 
there k no imminent threat. 

Even leaving aside the merits and assuming rirgM-ndo that the March 29 Request 
•dentifies a valid problem. FE Solutions'* own conduct In rcypomc to the Commission’s 
January K Order belies claims that there i« any immedJatr problem requiring issuance of an order 
before afTected parties have a meaningthl opportunity to be heard. Sp^incally. FE Solutioav did 
not avail itself of the opportunity to roquesi rehconng of the January 8 Order w ithin the .Kl days 
prcKribcd by the FPA" and waited ireorty three months to Hie the March 29 Request. It would 
be manifestly unrcosorutblc and unfair to both other interested parties sod the Secretary for FE 
Solutiom to demand Uiat die Secretory act without hearing from interested patties, including 
PJM, after having failed to exercise tlv right to request rehearing before FERC and wailed nearly 
three iminiKv before citalicnging FERC's order through ihc March 29 Request to Che Secretary. 

It is also telling iJtal (he most immediate considerations underlying FB Solutions'9 
March 29 Request arc thai FE Soluiiuru; (I) ‘likely will file for bankruptcy by the end of March 
2018**: and (2) ha* "already submitted noike (u PJM that it would deactivate its nuclear 


* Sft Grid /UttUffKf rrtc/ag Node* of I’ropoied Rulcnuiking, 82 Fed. Reg. (l>ct 10. 

2017). 

* Grid fUJiahUUy A Priebts. 162 FHRC ^ 61.012 at P I (2018) (the "January 8 IJrder"). 

’ Jke id M IT H 16. 

« WaPIS. 

* I61I.S.C4 824HC)(20I2) 

‘9 IOC.F K.f 205.J7H20I7), 

l6U.se 4825/<a)(20l2). 
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asset* ... In 2020 and 2021.*'^ Notwithstanding FK Solutions*) assertkms tu the contntry, those 
oonstdenukxu both underscore the leek of urgeney in this cue First, the ncuHctnt cfTUt of a 
bankruptcy filing will be to decrease, not increase, the ffnancioi pressures on FE Sokitlom 
inumuch u actions to collect ptc-pctilion debts will be stayed, giving it a "breathing speif* 
while it reorganizes.*’ While the hankruptcy filing may he an unwelcome event for F£ 
Solutions and iu stakeholder!, that event only serves to lessen the immediacy of any alleged 
probtem lacing society arising fhxn threatened rciircments of iU facilities. Second, ihneaiencii 
nMtrements that will not occur until 2020 and 2021 can hardly be uid to prevent on tuuc so 
immediate as to justify denying alTected parties the opportunity to comment and depriving the 
Secretary of the benefit of those parties' Input. 

For the foregoing reasons, the Joint Industry' C'ommenters respectfully request that the 
Seemary establish noticc^and-commcni procedures before taking any favorable action on the 
March 29 Rcqsicst. Specifically, the Secretary should provide for publication of a notice of the 
March 29 Request in tlic Ftthrai Rr^tsber ood cktablish a comment period of at least 60 days. 
Such a comment period would be consisleni with the requirements of Executive Order I28i^, 
which nates that "each agency should afford the public a mcaningAil opportunity to comment on 
any proposed regulation, which In most cases should include a comment period of not l««.x than 
bOdays.*"*^ 


Thank yon for your conskleraikin of this matter. 

Very truly yours. 


Greg Wetstone 
President and CEO 
ToddFoley 

Senior Vice Presidetii, Policy * 

Government Retatioru 

Amtkivan Cot'Ncn. On Rr>.xwARUv Encroy 
I600K Stieet. N.W. 

Washington. DC 20006 
202-777.7581 
wetstonei^ouo te.org 


Malcolm Woolf 

Senior Vice Preskfcnl, Policy 

ADVANTFDEXTJWiV lUlONOafN 

1000 Vermont Avenue, N W'. 3*^ Floor 

Washington, DC 20003 

(202) 380-1950 

mwoolFlo^aecjict 


5«e March 29 Request at 8 Ifbotncteomituidl 

D inrt Rohtnsm. 764 F,3d 554. 559 (6th CIr. 2014) (quMlitg H.R.Rqi Ntx 95-595. ol MO (1978). 
1971 U s e e A N. 5963.6297) 

<4 FF. lioiuKum also Oult tn acknowledge that those retiremenu cannot occui until PJM revic«vs 
their potential rdiublhry Impactv. and that, to the extent rchitbility impacts aiv idenllfieiL PJM Ims 
authnmy to take steps to address them 

Jirjfu/afory Planmng and Mfvfrw, Exec. Onter No l2M<k. 51 Fed, Reg. 51,735. I993 WL 
l3l4%4I.H(Sepc K), 199)). 
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Jerry Schwam 
Senior Director 

Energy and tnvironmcnul Policy 
AMutxraN Forest A Papck AS 50CtArKM« 
1101 K Street. NW. Suite TOO 
Washington, DC 20005 
(2(i2l4«3-2i8l 
Jeny Sch\vartz{ialarandpa.(Kg 

Amy L. Farrell 

Sr, Vice Prcsidcrti, t iovcmmeni A 
Public AfTairs 
Gene Grace 
Senior Counsel 

American Wind ENHUtiv Assot'tAnoN 
1501 M Street, N. W.. Suite 900 
Washington. DC 20005 
(2021383.2521 
alanvll '^a^\‘ea .org 

NaiKv E. Bdgot 
Senior Vice Preaklent 
Euicntic POtMFR SOM»tV ASSOriATinN 
1401 Ne\s York. Avenue. N.W.. Suite 950 
Waahington. DC 20005 
(202) 628.8200 
N oncy B<^cpsa .org 


Juan Drc$Kin 

Vkc President A General Counsel 
iNTiJtstAit Natural Oas 

ANHOtTAHON t)f AVERK A 
20 F Street. N. W., Suite 450 
Washington. DC 20001 
t202) 216-5900 
jdmk i irtgBa.org 


Todd A. Snitch ler 

Group CKfoctor, Market Development 
American Petrolll'M Instttvtr 
1220 L Street, N.W. 

Watblnglon. DC 20005 
(202) 682-8457 
SnitchlerTO^apI .org 


John P. Hughes 
President A CEO 

EiTCTRJcrrv Consumers Rfsontcr Coukcii. 

I lOI 1C Street. N.W.« Suite 700 

Washington. DC 20005 

(202)682-1390 

ihughes^elccn.org 


Susan W. Ginsberg 
Vice President, Cnide Oil & 
N'mural Gas Regulatory AfEairs 
Inde.pf,siifni PEIMOLEI'M 
Association or America 
1201 15th Street N W., Suite 300 
Washington, DC 2000S 
(202)857-4728 
tginsbcrg'i^ipaiLnrg 

Patricia Jagtioni 
Executive Vice President 
NAn.«AL (jASSUWV ASSOtTATION 
1620 Eye Street, N.W, Suite 700 
Woshin^on. DC 20006 
pjagtiinit.^'ngsa nrg 
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Abigail Ro» Hopper 
President A CEO 

SOLAR Energy indi stries AssoctATiON 
600 Mth Street, N.W.. Suite 400 
Washingtun^ DC 2000S 
(203) 683-0556 
ahoppcTji'ac ia.org 

cc: Onice J. Walker, Aosistant Sevretory, DOE OfTice of Electric 

Delivery A Energy Reliability 
Patricia A. HoiTman, Principal Deputy Assistant Secretary, 
DOE Office of Electric Delivery A Energy Reliability 
The Honnrabie Kevin J. McIntyre. Chairman. FERC 
The HannraMc Cheryl A. LaFleur, Commissioner. FERC 
llie HonoraNc Neil Chatterjee. Commistkiner. FERC 
The Honorable Robert F. Powelson. Commissioner. FERC 
Fhe Honorable Richard Glide, Commlssumer, FERC 
‘fhe Honttrablc Kimberly O. Boac, Secretary. FERC 
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Sent 

To: 

Cc: 


Subject 


From: 


Fiarbiu, Chrivline 

Friday, March 3a iH)18 2:35 PM 

Lotto. Adrienne;Walker. Bfuce;ierezd. Catherifte:Mansueti. Lawrence 

Atkins. Elise:Ftoffinan, Patrkia 

RP FES fSed 202c request at DOE this morrting 


Understood - thanks) 


From: Lotto, Adrienne 

Sant: FHday. March 30. 2018 2 31 PM 

To; Harbin, Christine <Christme,Harbin@hq.doe.gov>, Watker, Bruce <Bruce.Walker@>hq.doe.gov>, Jereza, Catherine 
<CatherineJere 2 a@Hq.C>oe, 6 ov>. Mansueti, LawrerKe <LawrerKe.Mansueti®h(| 4 doe.gov> 

Cc: Atkins. Elise <Elise.Atkins9hq.doe.gov>; Hoffman, Patrioa <Pat.Hoffman@ihq.doe.gov> 

Subject: RE: FES hied 202c request at OOE this morning 

Not at this time. 

JT^tV/rnnt jC^/Tc 

Clwef of Stall foi Assislani Secretanr' Bruce J. Walkei 

Ollicc of Electric its' 

lOOO ludepeiaJeiice Aveiine, SW 

Room 8H-033 

Wasluugtoo. EX' 20585 

Tel-(202) 58(^1117 


From: Harbin, Christine 

Sant; Friday, March 30, 201811:46 AM 

To; Walker, Bruce c Bruce.WalkanShQ.doe.goo : Lotto, Adrienne <Adr>enne.Lotto(gho.doe.gov >: Jereza, Cathenne 
<CaT>ierme,Jefij?.»'S)HQ,Doe. 6 ov> : Mansueti, Lawrence <La.vfanfe.Mansu»tig>hQ.doe.eov> 

Cc: Atkins, Elise cElne.AtkinsgihQ doe gov> 

Subject: FW: FES hied 202c request at OOE this morning 

Hi team — lh) (5) 


Let me know if there are others you would like me to include *■ I'm happy to arrange. 


t 








From: Atkins, Elise 

Sent: Friday, March 30, 2018 11:24 AM 

To: Harbin, Christine < Christine.Harbin(S)hq.doe.gov > 

Subject: FW: FES filed 202c request at DOE this morning 

Chrissy, 

Let's discuss when you have a moment. 

Thanks. 

From: Andrew T. Ten Eyck [mailto:TenEyckA@api.org] 

Sent: Friday, March 30, 2018 11:00 AM 

To: Chris Kelley < KelleyC@api.org >; Atkins, Elise < Elise.Atkins@hq.doe.gov >; Khary Cauthen < cauthenk@api.org > 

Cc: Todd A. Snitchler < SnitchlerT@api.org > 

Subject: RE: FES filed 202c request at DOE this morning 

Elise, 

Todd has availability next Tuesday after 3:00 PM, and all day Friday. 

Best, 

Andrew 

From: Chris Kelley 

Sent: Friday, March 30, 2018 10:49 AM 

To: Atkins, Elise < elise.atkins@hq.doe.gov >; Khary Cauthen < cauthenk@api.org > 

Cc: Todd A. Snitchler < SnitchlerT@api.org >; Andrew T. Ten Eyck < TenEyckA@api.org > 

Subject: Re: FES filed 202c request at DOE this morning 

Elise, 

Let me also include Todd and Andrew on this request to ease in scheduling. They are both copied here. 

Tuesday after 3:00, Thursday after 3:30, and most of Friday (except the beginning or end of the day) are best for me. 
Andrew is best able to coordinate on Todd's schedule. 

Thank you again for your time and help. 

Chris 


Chris Kelley 

Director, Federal Relations 
American Petroleum Institute 

Please pardon brevity, typos. Sent from iPhone. 


From: Chris Kelley < kelleyc@api.org > 

Sent: Friday, March 30, 2018 8:22 AM 

Subject: Re: FES filed 202c request at DOE this morning 

To: Atkins, Elise < elise.atkins@hq.doe.gov >, Khary Cauthen < cauthenk@api.org > 


2 

















Thank you Elise. Can I arrange for Todd Snitchler and I to come visit with the appropriate staff member to talk about our 
concerns about this? I'm in the office and very flexible next week. Todd is our Market Development Director that focuses 
on natural gas and LNG. Very much appreciate all of your help. 


Chris Kelley 

Director, Federal Relations 
American Petroleum Institute 

Please pardon brevity, typos. Sent from iPhone. 


From: Atkins, Elise < Elise.Atkins(5)hq.doe.gov > 

Sent: Thursday, March 29, 2018 8:08:32 PM 
To: Khary Cauthen; Chris Kelley 

Subject: RE: Fwd: FES filed 202c request at DOE this morning 


https://www.washingtonexaminer.com/policy/energy/rick-perry-mulls-request-to-save-coal-nuclear-plants 

Quote from Shaylyn included. 


From: Khary Cauthen < cauthenk@api.org > 

Date: Thursday, Mar 29, 2018, 11:09 AM 

To: Atkins, Elise < Elise.Atkins^hq.doe.gov >, Chris Kelley < KellevC^api.org > 
Subject: Fwd: FES filed 202c request at DOE this morning 


Elise: Wanted to make you aware of this request. Chris or I would be happy to discuss further. 

Sent from my iPhone 

Begin forwarded message: 

From: Chris Kelley < KelleyC(S)api.org > 

Date: March 29, 2018 at 10:32:08 AM EDT 

To: " Brian.Mccormack(g>hq.doe.gov " < Brian.Mccormack(S)hq.doe.gov > 

Cc: Khary Cauthen < cauthenk(5)api.org >, "Todd A. Snitchler" < SnitchlerT(5)api.org >, Marty Durbin 
< durbinm(g>api.org > 

Subject: FW: FES filed 202c request at DOE this morning 

Brian, 

Can you shed some light on this request by sending over the filing documentation? I'd greatly 
appreciate seeing thetext of document. We have serious concerns with this application and I'm happy to 
talk more if you would like. 

Thank you for any help you can be. 

Chris 


Chris Kelley 

Director - Federal Relations 
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Direct: 202-682-8406I KellevC@api.orq| API|1220 L Street NW| Washington, DC 20005 


API 

AMERICAN PETROLEUM INSTITUTE 


From: Todd A. Snitchler 

Sent: Thursday, March 29, 2018 10:19 AM 

To: Chris Kelley; Khary Cauthen 

Subject: RE: FES filed 202c request at DOE this morning 

FirstEnergy Solutions Seeks Emergency 
Order to Avert Power Crisis 

PR Newswire 

AKRON, Ohio, March 29, 2018 

AKRON, Ohio, March 29, 2018 /PRNewswire/ — Citing a serious threat to the stability of the 
electric grid, FirstEnergy Solutions Corp. (FES) today ealled on US Energy Seeretary Riek Perry 
to issue an emergency order direeting PJM Intereonnection (PJM), the regional transmission 
organization, to immediately begin negotiations to seeure the long-term capacity of certain 
nuclear and coal-fired plants in the region and to compensate their owners "for the full benefits 
they provide to energy markets and the publie at large, including fuel seeurity and diversity." 

FES filed an applieation for an order under Seetion 202c of the Federal Power Act, which gives 
the Secretary of Energy extraordinary powers to eonfront sueh emergencies. 

The threat, FES said, is caused by the premature retirement of plants that have many years of 
useful life but cannot operate profitably under eurrent market eonditions. The retirement of sueh 
"at-risk" plants is accelerating, the company said. On March 28, 2018, for example, FES notified 
PJM and the federal Nuclear Regulatory Commission that its two nuelear plants in Ohio and one 
in Pennsylvania, with combined eapaeity of 4,048 megawatts, would be deaetivated over the next 
three years. 

The U.S. Department of Energy noted in a new study that vulnerability of the grid was vividly 
demonstrated this past winter when a cold snap gripped the East from December 27 through 
January 8, causing a surge in demand for natural gas for home heating, whieh, along with 
pipeline problems and price spikes, redueed its availability for power generation. Flad nuelear 
and eoal-fired not outperformed during that period, PJM and the Northeast grid would likely 
have faced outages and other reliability problems, the ageney said. 

Coal and nuelear are uniquely capable of eoping with natural and man-made disruptions to 
power generation fuel supply because both ean store fuel onsite for more than a year, unlike 
natural gas or alternative energy sources. Yet PJM and the Federal Energy Regulatory 
Commission fail to aeknowledge the critieal extra value that those advantages provide to the 
reliability of the grid and the seeurity of the nation. 

"PJM has demonstrated little urgeney to remedy this problem any time soon - so immediate 
aetion by the Seeretary is needed to alleviate the present emergeney," FES President Donald R. 
Schneider said. Continued inaction could lead to "significant, negative outcomes for the 
approximately 65 million people living and working within the PJM footprint," he said. 

"Sueh quick and decisive intervention is necessary to avoid a erisis point where such baseload 
generation will eease to exist in eompetitive markets, and to ensure that nuclear and coal-fired 
generators operating within PJM are eompensated fairly for their costs and the benefits that they 

4 




provide such that they can continue to operate and ensure a dependable, affordable, safe, secure, 
and clean supply of electricity," Schneider concluded. 


Todd A. Snitchler 

Group Director, Market Development 

American Petroleum Institute 

1220 L Street NW 

Washington, D.C. 20005-4070 

202.682.8457 

(b) (6) (ceU) 

nPl 

AMERICAN PETROLEUM INSTITUTE 
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Kemper, Kyle (CONTR) 


From: Hoffman, Patricia 

Sent: Friday, March 30, 2018 3:29 PM 

To: Walker, Bruce;Lotto, Adrienne 

Subject: FW: PJM Response to First Energy March 29 Request to the Secretary for Section 202 

(c) Emergency Relief 

Attachments: FE Solutions Request for Emergency Relief (W0153752x8DF47).pdf 



Principal Deputy Assistant Secretary Office of Electricity Delivery and Energy Reliability 
(202) 586-6074 (OE phone) 

(b) (6) (cell) 


From: Glazer, Craig [mailto:Craig.Glazer@pjm.com] 

Sent: Friday, March 30, 2018 12:09 PM 

To: Secretary Perry <The.Secretary@hq.doe.gov> 

Cc: Menezes, Mark <Mark.Menezes@hq.doe.gov>; Walker, Bruce <Bruce.Walker@hq.doe.gov>; Cunningham, Sean 
<Sean.Cunningham@hq.doe.gov>; Hoffman, Patricia <Pat.Hoffman@hq.doe.gov>; Jereza, Catherine 
<Catherine.Jereza@Hq.Doe.Gov>; Duane, Vincent P. <Vincent.Duane@pjm.com> 

Subject: PJM Response to First Energy March 29 Request to the Secretary for Section 202 (c) Emergency Relief 

PJM is submitting for the Secretary's consideration the attached letter in response to First Energy's March 29 
request for emergency relief. In this response, PJM outlines the process it will be undertaking, consistent with its FERC- 
approved tariff, to review the reliability impacts from the announced deactivations. Accordingly, PJM requests the 
Secretary to hold First Energy's request in abeyance so that the Secretary may have the benefit of PJM's analysis of the 
reliability impacts, if any, associated with the announced deactivations. 

Should you have any questions or seek additional information, please contact me at the address below. 


CRAIG GLAZER 

Vice President-Federal Government Policy 
PJM Interconnection, LLC—D.C. Office 

Suite 600 

1200 G Street, N.W. 

Washington, D.C. 20005 
(b) (6) 

Craig.Glazer@PJM.COM 
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From: 

Sent 

To: 

Cc: 

Subject: 

Attachments; 


lotto, Adfiennc 

Friday. March 30, ?018 8 06 PM 
Bittf>er. Kathy (CONTR) 

Walker. Bruce;Hoffman. Patrkia 

FW; First Energy Solutions Corp.'s request lor an emergency order under section 2012(c) 
of the Federal Power Act 

loint EDF NRDC Letter to DOE re FES 202 Request.pdl 


Plea.se make sure the Exec Sec has this 


From: Walker. Bmcc -^ rBrnce Walker '<7 hn <toc aov -- 

Dale; Friday. Moi 30. 2018. 6M PM 

To: Lotto. Adncnne • Adncmic I ottori iKutoe go\ > 

Subject; FW; Fust Energy Solutions Cotp *s request for an emergency order under section 202(c| of the Federal Power Act 


From: Chen, Jennifer 

Sent: Friday. March 30. 2018 6:02:16 PM (aTX:-OS:00) Eastern Time (US & Canada) 

To: Seaetary Perry; Walker, Btuce; Jereza. Catherine 
Cc: mpanfilPedf.org 

Subject: First Energy Solutions Corp.'s request for an emergency order under section 202(c) of the Federal Power Act 
Dear Secretary Perry. Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 


On behalf of the Environmental Defense Fund and the Natural Resources Defense Council, we write to object 
to First Energy Solutions Corp.'s request for an emergency order under section 202(c) of the Federal Power 
Act. Please find our letter urging you to reject FirstEnergy's request attached. 


Thank you for considering our letter and request. 


Best Regards, 
Jennie 


.jeNNirSR CHEN 
Attornay.Sustainibla FERC Prolact 
Oimata & Claan Enargy 

NATURAL RESOURCES DEFENSE COUNCIL 

1152 t5TM STREET NW. SUITE 300, WASHINGTON. DC 20005 

T 202.289.2399 | M (b)(6) 

Blog. httpsy/www.nrdc.org'txperts^wvMf-ctwn 


t 






EDF 


F.NVmONMf.MTJ 
r.CFENSt FLINH' 

r cnilir^j the wa>i tt\«l VKor* 



NRDC 



March 30, 2018 

Via Electronic Mail 

Hon. Rick Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington D.C. 20585 
The.Secretary@hq.doe.gov 

Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, D.C. 20585 
Bruce.Walker@hq.doe.gov 

Catherine Jereza 

Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 

U.S. Department of Energy 

1000 Independence Ave., S.W. 

Washington D.C. 20585 
Catherine.Jereza@hq.doe.gov 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

On behalf of the Environmental Defense Fund ("EDF") and the Natural Resources Defense 
Council ("NRDC"), we write to object to First Energy Solutions Corp.'s request for an emergency 
order under section 202(c) of the Federal Power Act. NRDC and EDF are national 
environmental advocacy organizations with millions of members and activists across the 
country, including in Ohio and the PJM service territory who would be harmed by the costs and 
environmental and public health impacts of such an order. 
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On March 29, 2018, FirstEnergy Solutions Corp. ("FirstEnergy" or "FES") formally requested a 
section 202(c) of the Federal Power Act ("FPA") emergency order.^ FES requests that all 
merchant coal and nuclear generating units in the PJM Interconnection ("PJM") footprint (all or 
parts of 13 states and Washington D.C.) with at least 25 days of onsite fuel be provided non- 
market, cost-of-service rates and guaranteed profits for at least four years (the "profit 
guarantee request"). FirstEnergy argues that its profit guarantee request is necessary to ensure 
resilience, despite the Federal Energy Regulatory Commission ("FERC") recently dismissing this 
same issue and proposal, finding that "the extensive comments submitted by the RTOs/ISOs do 
not point to any past or planned generator retirements that may be a threat to grid resilience."^ 
PJM's has reaffirmed this finding recently, stating in response to FES's request that "[t]his is not 
an issue of reliability. There is no immediate emergency,"^ and that "[n]othing we have seen 
suggests there is any kind of emergency from these units retiring.""^ 

FES's profit guarantee request suffers from already examined and dismissed errors and 
fundamental deficiencies. Namely, the request: (1) is premised on legal flaws; (2) ignores prior 
and current FERC activity and finding; (3) would impose enormous cost upon American homes 
and businesses without benefit; and (4) undermine the competitive marketplace. For these 
reasons, EDF and NRDC agree with the assessments of others, including Sierra Club, the 
Advanced Energy Economy, the American Council on Renewable Energy, the American Forest & 
Paper Association, the American Petroleum Institute, the American Wind Energy Association, 
the Electric Power Supply Association, the Electricity Consumers Resource Council, the 
Independent Petroleum Association of America, the Interstate Natural Gas Association of 


^ Letter from FirstEnergy Solutions Corporation to the Honorable James Richard Perry (Mar. 29, 
2018) (hereinafter "FirstEnergy"). 

^ Grid Reliability and Resilience Pricing, 162 FERC 1)61,012, at P 15 (2018), FERC Docket RM18-1- 
000 at paragraph 15. Both the FirstEnergy profit guarantee request and proposal at issue before 
FERC in RM18-1 centered upon an out-of-market cost-of-service plus profit guarantee for 
resources with onsite fuel, a condition only coal and nuclear assets are able to meet. Both 
proposals likewise based the rationale for the guarantee on a need to ensure grid resilience. 
FirstEnergy's profit guarantee request departs from that at issue in RM18-1 by requesting 
action only on assets in the PJM footprint (rather than in other RTO/ISOs with capacity markets) 
and by reducing the onsite fuel requirement to 25 days (rather than 90 days). 

^ PJM Statement and Letter to U.S. DOE Secretary Perry. 

Scott DiSavino & Valerie Volcovici, FirstEnergy seeks emergency lifeline for U.S. nuclear, coal 
plants, Reuters (Mar. 29, 2018,12:10 PM), https://www.reuters.com/article/us-firstenergy- 
nuclear-coal/firstenergy-seeks-emergency-lifeline-for-u-s-nnuclear-coal-plants-idUSKBNlH52ET 
(quoting PJM's Senior Vice President Vincent Duane). 
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America, the Natural Gas Supply Association, the Solar Energy Industries Association, and PJM, 
that FirstEnergy's request is problematic and flawed.^ 

EDF and NRDC therefore urge the Department to reject FirstEnergy's profit guarantee request. 


1. PJM is not facing an emergency and FES's attempt to use Section 202(c) is unlawful. 

Section 202(c) expressly is limited to "emergencies" or other "sudden" events.® The 
Department acknowledges on its own website that Section 202(c) only enables it to impose 
temporary measures due to an "emergency" or other "sudden" circumstance.^ While Section 
202(c) does not define either "emergency" or "sudden," the dictionary definitions of these 
words reinforce that they mean an imminent crisis that is often unexpected.^ 

The so-called "emergency" that FES raises in its profit guarantee request is nothing of the sort. 
The nuclear facility closures upon which FES primarily relies are scheduled to retire 2-3 years 
from now? The other examples are no more convincing. First, FES cites facilities that may 
retire^®—a mere possibility does not rise to an imminent crisis. Second, FES cites facilities that 
retired in 2017 or announced their future retirement in March 2017. What FES ignores is that 
in June 2017, PJM /fse//sought Section 202(c) authority to keep the Yorktown coal-fired units 


® See https://epsa.org/wp-content/uploads/2018/03/FINAL-request-for-comment-period-on- 
FES-202c-filing.pdf; See 

https://www.sierraclub.org/sites/www.sierraclub.org/files/blog/2018.03.30_Sierra%20Club%2 
0letter%20to%20DOE.pdf. 

®16 U.S.C. §824a(c)(l). 

^ "DOE'S Use of Federal Power Act Emergency Authority," DOE, 

https://www.energy.gov/oe/services/electricity-policy-coordination-and- 

implementation/other-regulatory-efforts/does-use. 

^See "Emergency," Black's Law Dictionary 2d Ed., https://thelawdictionary.org/emergency/ 
("Situation requiring immediate attention and remedial action. Involves injury, loss of life, 
damage to property, or catastrophic interference with the [sic] normal activities. A sudden, 
unexpected, or impending situation"); "Sudden," Oxford English Dictionary Online, 
https://en.oxforddictionaries.com/definition/sudden ("Occurring or done quickly and 
unexpectedly or without warning."). 

^ FirstEnergy at 8, 20 (noting that Davis-Besse, Perry, and Beaver Valley are scheduled to retire 
in 2020 or 2021). 

Id. at 21 (noting that units at the W.H. Sammis coal-fired plant "are in danger of being 
closed.) 
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online/^ and yet it did not feel compelled to file a similar request here or for the incidents cited 
by FES. This is likely because it, too, recognizes that there is no "emergency" or "sudden" event 
requiring a handout to coal and nuclear generation. As noted by PJM: 

PJM does not believe that operating outside of the market to preserve a particular 
class or type of generation is needed at this time for reliability. The markets have 
been resilient in attracting new investment. In addition, a variety of tools exist as 
a backstop should specific generation be needed in a particular area.^^ 

While FES selectively quotes PJM's assertions about the role coal and nuclear generation played 
during recent weather events in an effort to supports its facilities' necessity,PJM's comments 
only reinforce the lack of "emergency" present here, given that, notwithstanding these 
assertions, PJM has not deemed the FES closures to be an "emergency" requiring Section 202(c) 
action.FES also ignores PJM's statements that its "operations and planning processes [have] 
ensure[d] margins on the system [that] are robust enough to operate through extreme weather 
scenarios."^^ 

Case law further supports that FES's profit guarantee request does not identify a basis for an 
"emergency" under Section 202(c). For example, in Richmond Power & Light v. FERC, in 
response to the 1973 oil embargo, the Commission chose not to invoke its emergency 
authority, despite concerns of "dire oil shortfalls."^® As noted by the D.C. Circuit in upholding 
the Commission's decision: 

We are fully mindful, of course, that current national policy is to discourage 
reliance on foreign oil, but we cannot fault the Commission for reading Section 


DOE, Federal Power Act Section 202(c) - PJM Interconnection & Dominion Energy Virginia, 
2017, at https://www.energy.gov/oe/downloads/federal-power-act-section-202c-pjm- 
interconnection-dominion-energy-virginia-2017-0. 

U.S. Sen. Comm, on Energy and Nat. Res., The Performance of the Electric Power System in 
the Northeast and Mid-Atlantic During the Recent Winter Weather Events, Including the Bomb 
Cyclone, Questions for the Record Submitted to Mr. Andrew Ott, Response to Question 1 from 
Sen. Lisa Murkowski (Jan. 23, 2018). 

FirstEnergy at 6 (citing PJM's President Andrew Qtt). 

DiSavino & Volcovici, supra note 4 ("PJM, in response, rejected the need for an emergency 
order.") 

U.S. Sen. Comm, on Energy and Nat. Res., The Performance of the Electric Power System in 
the Northeast and Mid-Atlantic During the Recent Winter Weather Events, Including the Bomb 
Cyclone, Questions for the Record Submitted to Mr. Andrew Qtt, Response to Question 1 from 
Sen. Lisa Murkowski (Jan. 23, 2018). 

1® Richmond Power & Light v. FERC, 574 F.2d 610, 613 (D.C. Cir. 1977). 
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202(c) as devoid of a solution. That section speaks of 'temporary' emergencies, 
epitomized by wartime disturbances, and is aimed at situations in which demand 
for electricity exceeds supply and not at those in which supply is adequate but a 
means of fueling its production is in disfavor}^ 

The situation described in Richmond Power & Light is precisely the type of situation at issue 
here: inefficient and old coal and nuclear generation are now uneconomic in PJM's competitive 
markets and PJM and FERC repeatedly have confirmed that there is not a reliability crisis. As 
stated by PJM, FirstEnergy's profit guarantee request is not based on an emergency nor 
reliability or resilience crisis and instead "fundamentally a corporate issue.FES's interest in a 
bailout for coal and nuclear generation, particularly its own, is not basis for a Section 202(c) 
order. 


2. FirstEnergy seeks to undermine the recent FERC decision and ongoing FERC resilience 
docket 

FirstEnergy's profit guarantee request substantially mirrors the Grid Resiliency Pricing proposal 
that FERC unanimously rejected less than three months ago, finding there was no urgent threat 
to the grid's reliability.^® 

Like that proposal, the FirstEnergy profit guarantee request asks for utility customers to pay 
above-market "cost-of-service" rates (including a guaranteed profit) to owners of all merchant 
coal and nuclear generating units with a certain amount of on-site fuel on the theory that those 
assets are necessary for resilience. 

FirstEnergy's rationale and favored outcome has been rejected. FirstEnergy had opportunity to 
ask for the reconsideration it seeks now before DOE, but declined to request rehearing at FERC 
on its January 8 order rejecting the Grid Resiliency Pricing proposal. Instead, FirstEnergy seeks 
to re-litigate the same issues at DOE without confronting the large body of record evidence 
amassed at FERC from industry, experts, RTOs and ISOs, states, and other stakeholders 
demonstrating that the relief FES requests is unnecessary and unrelated for reliability or 
resilience and would result in unjust and unreasonable rates as well as undue discrimination. 

Although FERC found no urgent threat to the grid's reliability to justify the extraordinary action 
proposes again now, it did initiate an administrative proceeding to better define and 


Id. at 615 (emphasis added) (internal citations omitted). 

https://www.reuters.com/article/us-firstenergy-nuclear-coal/firstenergy-seeks-emergency- 

lifeline-for-u-s-nuclear-coal-plants-idUSKBNlH52ET. 

Reliability and Resilience Pricing, Order Terminating Rulemaking Proceeding, Initiating New 
Proceeding, and Establishing Additional Procedures, 162 FERC H 61,012 (Jan. 8, 2018). 
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understand resilience and determine whether addition steps are needed to ensure resilience. 
FirstEnergy attempts to side-step and undermine that proceeding with its request to DOE. 


Rather than confront the voluminous evidence and analysis presented before FERC, FirstEnergy 
relies primarily on a recently released National Energy Technology Laboratory report ("NETL 
Report") that incorrectly concludes that power plants with onsite fuel were critical to 
preserving "resiliency" during the "Bomb Cyclone" in late December to early January.The 
NETL Report departs from the majority of studies on the subject. This departure is primarily due 
to a misinterpretation embedded in the report: that the fact that coal generation increased 
more in comparison to other forms of generation during stressful winter events was a sign that 
coal provided resiliency. The actual explanation is far simpler: there are many coal units that 
are rarely used due to their high-cost, and thus those coal plants are only used when demand is 
far higher than usual.This fundamental mistake is directly attributable the fact that the report 
does not rigorously define or measure resilience.In contrast, PJM's analysis of its systems 
performance during that weather event shows that there is no looming "resiliency" crisis. 

In fact, coal and nuclear don't provide many of the reliability services the grid needs. Many 
types of generators far outperform coal and nuclear generators in their capability to provide 


2° Jan. 8 Order at 17-20. 

FirstEnergy Request at 3-8, citing National Energy Technology Laboratory, Reliability, 
Resilience, and the Coming Wave of Retiring Baseload Units Volume I: The Critical Role of 
Thermal Units During Extreme Weather Events (Mar. 13, 2018) ("NETL Report"), available at 
https://www.netl.doe.gov/research/energy-analysis/search-publications/vuedetails?id=2594 

Michael Goggin, Fossil Lab Misses Mark in Cold Weather "Resilience" Report, (Mar. 28, 2018), 
available at http://sustainableferc.org/fossil-lab-misses-mark-in-cold-weather-resilience- 
report/. 

https://www.nrdc.org/experts/jennifer-chen/whats-resilience-doe-should-know-spending- 

your-mone. 

PJM Interconnection, PJM Cold Snap Performance Dec. 28, 2017 to Jan. 7, 2018 (Feb. 26, 
2018), available at http://www.pjm.com/-/media/library/reports-notices/weather- 
related/20180226-january-2018-cold-weather-event-report.ashx. PJM has also noted that it 
had 5,400 MWs of emergency demand response available during the Bomb Cyclone that it did 
not end up needing to utilize. U.S. Sen. Comm, on Energy and Nat. Res., The Performance of the 
Electric Power System in the Northeast and Mid-Atlantic During the Recent Winter Weather 
Events, Including the Bomb Cyclone, Questions for the Record Submitted to Mr. Andrew Ott, 
Response to Question 2 from Sen. Lisa Murkowski (Jan. 23, 2018). 
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services like flexibility, frequency regulation, and primary frequency response, as noted in a 
PJM chart included in DOE's August 2017 Staff Report7^ 

PJM likewise disagrees with FES's position, stating that: "This is not an issue of reliability. There 
is no immediate emergency." ... "Diversity of the fuel supply is important, but the PJM system 
has adequate power supplies and healthy reserves in operation today, and resources are more 
diverse than they have ever been. Nothing we have seen to date indicates that an emergency 
would result from the generator retirements. The potential for the retirements has been 
discussed publicly for some time. In anticipation, PJM took a preliminary look at the effect of 
the retirements on the system. We found that the system would remain reliable. We have 
adequate amounts of generation available." 


3. FirstEnergy Seeks to Impose Enormous Cost Upon the American Public 

FirstEnergy seeks compensation for "operating expenses, costs of capital and debt, and a fair 
return on equity and investment." It specifically seeks cost and profit guarantees antithetical to 
how markets operate, with "full cost recovery consistent with ratemaking standards and 
principles or...full recovery of all costs necessary to ensure continued operations." FirstEnergy 
does not estimate in its application the amount of money it requests DOE take from the 
ratepayer and give to uneconomic coal and nuclear plants in PJM. However, because the profit 
guarantee request mirrors the already examined and denied proposal at issue before FERC in 
RM18-1-000, rough estimates are available. 

Independent analysis found that guaranteeing costs and profits to coal and nuclear assets 
would potentially increase costs on consumers and businesses in PJM's retail choice states by 
$8.1 billion annually, a roughly 19% increase in total costs. 

4. FirstEnergy Seeks to Undermine Competitive Markets 

FirstEnergy's profit guarantee request asks that coal and nuclear plants in PJM be provided a 
non-market cost-of-service plus profit rate. This rate would be substantially higher than what a 
competitive marketplace provides. Higher prices are inherent to the profit guarantee request; 
as FirstEnergy previously explained in 2011, "competition is the best way to offer lower 


25 

https://www.energy.gov/sites/prod/files/2017/08/f36/Staff%20Report%20on%20Electricity%2 
0Markets%20and%20Reliability_0.pdf at 86. 

https://www.rtoinsider.com/pjm-ferc-resilience-rick-perry-first-energy-89464/ 

http://energyinnovation.org/wp-content/uploads/2017/12/20171025_Resilience-NOPR-Cost- 
Research-Note-UPDATED.pdf at 4-5. 
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generation prices to customers, increased productivity and efficiencies from existing generating 
facilities, provide the appropriate market signals regarding the need for new generation, and 
promote jobs and economic growth. 

Although FirstEnergy no longer agrees with its own statement, FERC continues to favor 
competitive marketplaces to ensure a reliable, resilient electric grid at just and reasonable rates 
on the basis of "substantial and well-documented economic benefits that these markets 
provide to consumers.By seeking out-of-market profit guarantees for an entire class of 
resources throughout PJM's territory, FirstEnergy strikes at the core of FERC's statutory mission 
and mandate by seeking to substantially (if not fatally) impair competitive wholesale markets. 
Such a sweeping refutation of competitive markets would not only undermine a policy meant 
to protect the public interest but also the investment decisions made throughout the energy 
sector. 

FirstEnergy's profit guarantee request suggests that it no longer believes in competitive 
markets, citing to already raised and denied argument.FirstEnergy's assertion to this effect, 
as described above, has thus already been heard, considered, and found to be inaccurate. 
Improvements to wholesale markets are possible, but generally over-, not under-procurement 
has been consistently observed.Nor does FirstEnergy's repeated request suggest that market 
structures are so fundamentally flawed that FERC's reliance upon markets is misplaced; indeed, 
"[a]s part of its ongoing oversight of wholesale electric markets, the Commission continues to 
evaluate its current rules and has issued several orders to ensure that our rates in our markets 
remain just and reasonable and not unduly discriminatory or preferential."^^ Because of this, 
"[tjhe Commission's endorsement of markets does not conflict with its oversight of reliability, 
and the Commission has been able to focus on both without compromising its commitment to 
either."^^ 


https://seekingalpha.eom/article/284013-firstenergys-ceo-discusses-q2-2011-results- 

earnings-call-transcript?page=2. 

RM18-1 at paragraph 11. 

FirstEnergy at 8, '"Distorted price signals' in the organized markets overseen by [FERC], such 
as PJM, 'have resulted in under-valuation of grid reliability and resiliency benefits provided by 
traditional baseload resources, such as [those powered by] coal and nuclear' fuel." 

https://www.nrdc.org/experts/jennifer-chen/our-grid-needs-go-diet-get-leaner-and-greener 

RM18-1 at paragraph 10. 

RM18-1 at paragraph 11. 
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5. Conclusion 


For the foregoing reasons, EDF and NRDC ask the Department of Energy to deny the FirstEnergy 
profit guarantee request. 

Sincerely, 

/s/ Michael Panfil 
Michael Panfil 

Senior Attorney, Director of Federal 
Energy Policy 

Environmental Defense Fund 
1875 Connecticut Ave., NW 
Washington, DC 20009 
T 202-572-3280 
mpanfil@edf.org 

/s/ Dick Munson 
Dick Munson 

Director, Midwest Clean Energy 
Environmental Defense Fund 
18 S. Michigan Avenue, 12th Floor 
Chicago, IL 60603 
T 630-687-0282 
dmunson@edf.org 

/s/ Katherine Kennedy 
Katherine Kennedy 

Senior Director, Climate & Clean Energy 

Natural Resources Defense Council 

40 W 20th Street 

New York, NY 10011 

(212)727-4637 

kkennedy@nrdc.org 

/s/Jennifer Chen 

Jennifer Chen, Attorney 

/s/ Gillian Giannetti 

Gillian Giannetti, Attorney 

Climate & Clean Energy 

Natural Resources Defense Council 

1152 15^*^ Street NW, Ste. 300 

Washington, DC, 20005 

(202)289-2399 

jchen@nrdc.org 


9 



Document 16 


KemgerJJ^JeJCONTO) 


From: 

Sent 

To: 

Cc: 

Subject 


Brouillettr, tXin 

Friday. March 30; ?018 817 PM 
Walker, Bruce;Meneze5>, Mart 

McCormack. BriaoColqaiv, lames:W»lmot. Dan.Vama&idis. Sophu:Lotto, Adrienne 
R£- First Fnergy Solutions Corp.'s request lor an emergency order under section 202(c} 
of the Federal Power Act 


Copy. Tluudcs for forwarding 


From: Walka. BnKc •^ Siwc Wnlkcritbu ducjgQV > 

D«tr: Friday. Mm 30.2018.7:52 PM 

To: Brouillette. Dan •" T7aa.Brouillcttg'ffhQ.doc.aov >. Menezes. .Mark < 'M.irk.Mcnczcs'V/ lui ttoc.ttos > 

Cc: McCormack. Bruit •■ Brian Mcconnack-'riItti <loc.go\ >. Coigary. James ’ Jamcs.CoJttarv^flKi <log.gov -*. Wilmot. Dsin 
< Pan,Wilniot:tf hn.doc.gos'> . Vamasidis. Sophia < Sonhia.\'amasidi5tii'ha doc-gov >. Lotto, Adrieiute 
< • Adncnuc.l.orto'ff hn.doe.BQv * 

Subject: F^'; First Energy SoIntioQs Corp.’s request for an cniergcncy order under section 202(c) of the Federal Power Act 


F>4 


From; Chen, Jcimifcr s icl>cnitMdc ortt > 

Date: Friday. Mm 30.2018.6:02 PM 

To: Seaelary Perry < The Scaetarv’ihita.doc aox^ . Walker. Bntce * Bnice-WalkcirftlKt.doe.gcrv> . Jere/a. Cathciine 

JE>«k Q gi’> 

Cc: mptnBliSedf.org v tm»mfiL^^'urn > 

Subject: First Energy Sohiiioas Corp.’s request for an emergency order luider section 202(c) of the Federal Power Act 
Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

On behalf of the Environmental Defense Fund and the Natural Resources Defense Council, we write to object 
to First Energy Solutions Corp.'s request for an emergency order under section 202(c) of the Federal Power 
Act. Please find our letter urging you to reject FirstEnergy's request attached. 

Thank you for considering our letter and request. 

Best Regards. 

Jennie 

J£Nr<IPEB CHEN 

Attornav. Sustainabi* FERC Profact 

Cllmata & Claan Enargy 

NATURAL RESOURCES DEFENSE COUNCIL 


I 

















1152 15TH STREET NW, SUITE 300, WASHINGTON, DC 20005 
T 202.289.2399 | M (b) (6) 

Blog: https://www.nrdc.org/experts/jennifer-chen 
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Document 17 


KemgerJJ^JeJCONTO) 


From; McCoitnack, Biian 

Sent MornUy, Apni 07, 201$ $;44 AM 

To: fibbe. Geofge;Mer>ezev. MaiicWiliTWt. DafvWaHier. Bruce.Winberg, Steven 

Subject: fW; First Enerqy Solutions (FES) - Update 

Attachments 03 • Chapter 11 release pdf: 01 - Deactivation notice retease.pdf: 02 - 202c filing 

release pdf 


FYI cm messase below 

George. I told Wayiic Smith to comiect with you on iiicomiug documents 


From: Tucker. Jainic < inKkCTf?i AKINCiI'MP CQ.M^ 

Uilr: Monday, Apr 02. 2018, 8:39 AM 

To: McComn^. Brian < Bnan McconnackiT bo doc gen ^ 

Subject: First Energy Sohiiions (FES) • Update 

Brian ^ I wanted to touch base on behalf of our client, FirstEnergy Solutions ("FES”, a competitive generating subsidiary 
of FirstEnergy Corp.). 

As you are probably aware, over the last several days, FES has takan several actions to deal with the severe financial 
stress facing the electric power gerieratmg plants it operates in Ohio and Pannsytvania, and we wanted to provide you 
with relevant information on those actioru. 

At tha outset, we note that FES is committed to working with policy makers at the federal, state and local levels to 
address the issues and circumstances that have made these actions necessary, including solutions that would avoid the 
deactivation of these important electric power generating facilities. 

In summary, the following actions have been taken over the last several days; 

• Deactivation notice to PJM — On Wednesday, March 28'*, FES provided notice to the PJM interconnection (the 
regional electric power transmission orginizetion) that it will deactivate its two nuclear power plants In Ohio 
and another in Pennsylvania during the r>ext three years. The press release from FES that explains and provides 
information on this action is attached. 

• Request for DOE emergency order to avert power crisis On Friday, March 29'*, FES requasted the U.S. 
Department of Energy to issue an emergancy ordar under the Federal Power Act directing PJM to begin 
negotiations to secura tha long-term capacity of certain plants m the region and to appropriataly compansate 
the owners of important baseload generating facilities that amure systam reliability and resilience. The press 
release on this request to DOE is attached. 

• Filing of voluntary petitions for Chapter 11 restructuring On Saturday, March 31’*, FES and related parties 
filed voluntary petitions under Chapter 11 of the Federal Bankruptcy Code to facilitate an orderly financial 
restructuring to improve the economies of their operations. The press release annourKing the filing of these 
petitions is attached. 


I 





In light of the high-profile nature of these actions, we would welcome the opportunity to provide further information to 
address any questions or concerns you might have on this and the possibility of policy actions that could be taken to 
help address long-term solutions. 

The information contained in this e-mail message is intended only for the personal and confidential use of the 
recipient(s) named above. If you have received this communication in error, please notify us immediately by e- 
mail, and delete the original message. 
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341 White Pond Drive 
Akron, OH 44320 


FirstBiem v 


Solutions 


FOR IMMEDIATE RELEASE 


FirstEnergy Solutions Files Deactivation Notice for Three Competitive 
Nuclear Generating Plants in Ohio and Pennsylvania 

• 4,048 Megawatts of Electricity Generating Capacity to Retire by 2021 

• Plants to Continue Normal Operations in Interim 

• Company Seeks Policy Solutions as Alternative to Deactivation 


Akron, Ohio - March 28, 2018 - FirstEnergy Solutions (FES), a competitive 
generation subsidiary of FirstEnergy Corp. (NYSE: EE), today notified PJM 
Interconnection (PJM), the regional transmission organization, two nuclear power plants 
in Ohio and another in Pennsylvania owned by its subsidiary will be deactivated during 
the next three years. Plant closures are subject to review by PJM for reliability impacts, 
if any. 


In the interim, the plants will continue normal operations, as EES seeks legislative 
policy solutions as an alternative to deactivation or sale. 

The plants scheduled for retirement are: 

• Davis-Besse Nuclear Power Station (908 MW) in Oak Harbor, Ohio, in 2020 

• Beaver Valley Power Station (1,872 MW) in Shippingport, Pa., 
in 2021 

• Perry Nuclear Power Plant (1,268 MW) in Perry, Ohio, in 2021 

The total capacity of the nuclear plants to be deactivated is 4,048 megawatts 
(MW). In 2017, the nuclear units contributed approximately 65 percent of the electricity 
produced by the EES generating fleet. 




“The decision to deactivate these facilities is very difficult and in no way a 
reflection on the dedicated, hard-working employees who operate the plants safely and 
reliably or on the local communities and union leaders who have advocated passionately 
on their behalf,” said Don Moul, president of FES Generation Companies and chief 
nuclear officer. “Though the plants have taken aggressive measures to cut costs, the 
market challenges facing these units are beyond their control. 

“We call on elected officials in Ohio and Pennsylvania to consider policy solutions 
that would recognize the importance of these facilities to the employees and local 
economies in which they operate, and the unique role they play in providing reliable, 
zero-emission electric power for consumers in both states. We stand ready to roll-up our 
sleeves and work with policy makers to find solutions that will make it feasible to 
continue to operate these plants in the future.” 

Collectively, the plants have contributed more than $540 million in taxes 
throughout their operation to support local communities. The Company continues to 
work toward legislative solutions to keep these plants operating, but will also look for 
potential buyers as another alternative. About 2,300 plant employees are expected to be 
affected by the ultimate deactivations. 

The Nuclear Regulatory Commission (NRC) has been verbally notified of the 
deactivations, and a required written notification will be made to the agency within 30 
days. In addition, notifications were made to the Institute of Nuclear Power Operations 
(INPO) and Nuclear Energy Institute (NEI), organizations that support the U.S. nuclear 
industry. 

The two-year-plus lead time is needed to make the complex preparations for a 
potential plant deactivation, including preparing a detailed decommissioning plan and 
working with the NRC to amend plant licenses. 



In November 2016, FES parent FirstEnergy Corp. announeed that it would exit 
eompetitive, or non-regulated, generation due to weak power priees, insuffieient results 
from reeent eapaeity auetions, and weak demand foreeasts. A strategie review of FES’s 
two remaining eoal plants and one natural gas plant, totaling 5,245 MW, will eontinue as 
part of that plan. 

Media Contact: Shriek And Company 
Brenda Adrian 

Tom Mulligan cell: 310-367-6567 
New York office: 212-573-6100 

Forward-Looking Statements: This news release includes forward-looking statements based on information currently 
available to management. Such statements are subject to certain risks and uncertainties. These statements include 
declarations regarding management's intents, beliefs and current expectations. These statements typically contain, but 
are not limited to, the terms “anticipate,” “potential,” “expect,” "forecast," "target," "will," "intend," “believe,” 
"project," “estimate," "plan" and similar words. Forward-looking statements involve estimates, assumptions, known 
and unknown risks, uncertainties and other factors that may cause actual results, performance or achievements to be 
materially different from any future results, performance or achievements expressed or implied by such forward- 
looking statements, which may include the following: the ability to experience growth in the Regulated Distribution 
and Regulated Transmission segments and the effectiveness of our strategy to transition to a fully regulated business 
profile; the accomplishment of our regulatory and operational goals in connection with our transmission and 
distribution investment plans, including, but not limited to, our planned transition to forward-looking formula rates; 
changes in assumptions regarding economic conditions within our territories, assessment of the reliability of our 
transmission system, or the availability of capital or other resources supporting identified transmission investment 
opportunities; the ability to accomplish or realize anticipated benefits from strategic and financial goals, including, but 
not limited to, the ability to continue to reduce costs and to successfully execute our financial plans designed to 
improve our credit metrics and strengthen our balance sheet; success of legislative and regulatory solutions for 
generation assets that recognize their environmental or energy security benefits, including the Notice of Proposed 
Rulemaking released by the Secretary of Energy and action by the Federal Energy Regulatory Commission (FERC); 
the risks and uncertainties associated with the lack of viable alternative strategies regarding the Competitive Energy 
Services (CES) segment, thereby causing FirstEnergy Solutions Corp. (FES), and likely FirstEnergy Nuclear Operating 
Company (FENOC), to restructure its substantial debt and other financial obligations with its creditors or seek 
protection under United States bankruptcy laws and the losses, liabilities and claims arising from such bankruptcy 
proceeding, including any obligations at FirstEnergy Corp.; the risks and uncertainties at the CES segment, including 
FES, and its subsidiaries, and FENOC, related to wholesale energy and capacity markets and the viability and/or 
success of strategic business alternatives, such as pending and potential CES generating unit asset sales, the potential 
conversion of the remaining generation fleet from competitive operations to a regulated or regulated-like construct or 
the potential need to deactivate additional generating units, which could result in further substantial write-downs and 
impairments of assets; the substantial uncertainty as to FES’ ability to continue as a going concern and substantial risk 
that it may be necessary for FES, and likely FENOC, to seek protection under United States bankruptcy laws; the risks 



and uncertainties associated with litigation, arbitration, mediation and like proceedings, including, but not limited to, 
any such proceedings related to vendor commitments, such as long-term fuel and transportation agreements; the 
uncertainties associated with the deactivation of older regulated and competitive units, including the impact on vendor 
commitments, such as long-term fuel and transportation agreements, and as it relates to the reliability of the 
transmission grid, the timing thereof; the impact of other future changes to the operational status or availability of our 
generating units and any capacity performance charges associated with unit unavailability; changing energy, capacity 
and commodity market prices including, but not limited to, coal, natural gas and oil prices, and their availability and 
impact on margins; costs being higher than anticipated and the success of our policies to control costs and to mitigate 
low energy, capacity and market prices; replacement power costs being higher than anticipated or not fully hedged; our 
ability to improve electric commodity margins and the impact of, among other factors, the increased cost of fuel and 
fuel transportation on such margins; the uncertainty of the timing and amounts of the capital expenditures that may 
arise in connection with any litigation, including New Source Review litigation, or potential regulatory initiatives or 
rulemakings (including that such initiatives or rulemakings could result in our decision to deactivate or idle certain 
generating units); changes in customers' demand for power, including, but not limited to, changes resulting from the 
implementation of state and federal energy efficiency and peak demand reduction mandates; economic or weather 
conditions affecting future sales, margins and operations such as a polar vortex or other significant weather events, and 
all associated regulatory events or actions; changes in national and regional economic conditions affecting us, our 
subsidiaries and/or our major industrial and commercial customers, and other counterparties with which we do 
business, including fuel suppliers; the impact of labor disruptions by our unionized workforce; the risks associated with 
cyber-attacks and other disruptions to our information technology system that may compromise our generation, 
transmission and/or distribution services and data security breaches of sensitive data, intellectual property and 
proprietary or personally identifiable information regarding our business, employees, shareholders, customers, 
suppliers, business partners and other individuals in our data centers and on our networks; the impact of the regulatory 
process and resulting outcomes on the matters at the federal level and in the various states in which we do business 
including, but not limited to, matters related to rates; the impact of the federal regulatory process on FERC-regulated 
entities and transactions, in particular FERC regulation of wholesale energy and capacity markets, including PJM 
Interconnection, L.L.C. (PJM) markets and FERC-jurisdictional wholesale transactions; FERC regulation of cost-of- 
service rates; and FERC’s compliance and enforcement activity, including compliance and enforcement activity related 
to North American Electric Reliability Corporation’s mandatory reliability standards; the uncertainties of various cost 
recovery and cost allocation issues resulting from American Transmission Systems, Incorporated's realignment into 
PJM; the ability to comply with applicable state and federal reliability standards and energy efficiency and peak 
demand reduction mandates; other legislative and regulatory changes, including the new federal administration's 
required review and potential revision of environmental requirements, including, but not limited to, the effects of the 
United States Environmental Protection Agency’s Clean Power Plan, Coal Combustion Residuals regulations, Cross- 
State Air Pollution Rule and Mercury and Air Toxics Standards programs, including our estimated costs of compliance. 
Clean Water Act (CWA) waste water effluent limitations for power plants, and CWA 316(b) water intake regulation; 
adverse regulatory or legal decisions and outcomes with respect to our nuclear operations (including, but not limited to, 
the revocation or non-renewal of necessary licenses, approvals or operating permits by the Nuclear Regulatory 
Commission or as a result of the incident at Japan's Fukushima Daiichi Nuclear Plant); issues arising from the 
indications of cracking in the shield building at Davis-Besse; changing market conditions that could affect the 
measurement of certain liabilities and the value of assets held in our Nuclear Decommissioning Trusts, pension trusts 
and other trust funds, and cause us and/or our subsidiaries to make additional contributions sooner, or in amounts that 



are larger than currently anticipated; the impact of changes to significant accounting policies; the impact of any 
changes in tax laws or regulations or adverse tax audit results or rulings; the ability to access the public securities and 
other capital and credit markets in accordance with our financial plans, the cost of such capital and overall condition of 
the capital and credit markets affecting us and our subsidiaries; further actions that may be taken by credit rating 
agencies that could negatively affect us and/or our subsidiaries’ access to financing, increase the costs thereof, increase 
requirements to post additional collateral to support, or accelerate payments under outstanding commodity positions, 
letters of credit and other financial guarantees, and the impact of these events on the financial condition and liquidity of 
FirstEnergy Corp. and/or its subsidiaries, specifically FES and its subsidiaries; issues concerning the stability of 
domestic and foreign financial institutions and counterparties with which we do business; and the risks and other 
factors discussed from time to time in our United States Securities and Exchange Commission (SEC) filings, and other 
similar factors. 

Dividends declared from time to time on FirstEnergy Corp.'s common stock during any period may in the aggregate 
vary from prior periods due to circumstances considered by FirstEnergy Corp.'s Board of Directors at the time of the 
actual declarations. A security rating is not a recommendation to buy or hold securities and is subject to revision or 
withdrawal at any time by the assigning rating agency. Each rating should be evaluated independently of any other 
rating. These forward-looking statements are also qualified by, and should be read in conjunction with the other 
cautionary statements and risks that are included in our filings with the SEC, including but not limited to the most 
recent Annual Report on Form 10-K and any subsequent Quarterly Reports on Form 10-Q. The foregoing review of 
factors also should not be construed as exhaustive. New factors emerge from time to time, and it is not possible for 
management to predict all such factors, nor assess the impact of any such factor on our business or the extent to which 
any factor, or combination of factors, may cause results to differ materially from those contained in any forward- 
looking statements. We expressly disclaim any current intention to update, except as required by law, any forward- 
looking statements contained herein as a result of new information, future events or otherwise. 

(022018) 



FirstEnergy Solutions Seeks Emergency Order to Avert Power Crisis 


AKRON, OH - March 29, 2018 - Citing a serious threat to the stability of the eleetric 
grid, FirstEnergy Solutions Corp. (FES) today called on US Energy Secretary Rick Perry to issue 
an emergency order direeting PJM Interconnection (PJM), the regional transmission 
organization, to immediately begin negotiations to secure the long-term eapaeity of certain 
nuclear and eoal-fired plants in the region and to compensate their owners “for the full benefits 
they provide to energy markets and the public at large, including fuel seeurity and diversity.” 

FES filed an applieation for an order under Section 202c of the Federal Power Act, which 
gives the Seeretary of Energy extraordinary powers to confront such emergencies. 

The threat, FES said, is caused by the premature retirement of plants that have many 
years of useful life but cannot operate profitably under eurrent market conditions. The retirement 
of sueh “at-risk” plants is accelerating, the company said. On March 28, 2018, for example, FES 
notified PJM and the federal Nuclear Regulatory Commission that its two nuelear plants in Ohio 
and one in Pennsylvania, with combined eapaeity of 4,048 megawatts, would be deactivated over 
the next three years. 

The U.S. Department of Energy noted in a new study that vulnerability of the grid was 
vividly demonstrated this past winter when a eold snap gripped the East from Deeember 27 
through January 8, causing a surge in demand for natural gas for home heating, which, along 
with pipeline problems and price spikes, reduced its availability for power generation. Had 
nuclear and eoal-fired not outperformed during that period, PJM and the Northeast grid would 
likely have faeed outages and other reliability problems, the ageney said. 

Coal and nuelear are uniquely capable of eoping with natural and man-made disruptions 
to power generation fuel supply beeause both ean store fuel onsite for more than a year, unlike 
natural gas or alternative energy sources. Yet PJM and the Federal Energy Regulatory 
Commission fail to acknowledge the eritieal extra value that those advantages provide to the 
reliability of the grid and the security of the nation. 

“PJM has demonstrated little urgeney to remedy this problem any time soon - so 
immediate action by the Seeretary is needed to alleviate the present emergency,” FES President 
Donald R. Schneider said. Continued inaction could lead to “signifieant, negative outcomes for 
the approximately 65 million people living and working within the PJM footprint,” he said. 

“Sueh quick and decisive intervention is necessary to avoid a crisis point where sueh 
baseload generation will cease to exist in competitive markets, and to ensure that nuclear and 
eoal-fired generators operating within PJM are compensated fairly for their costs and the benefits 
that they provide such that they can continue to operate and ensure a dependable, affordable, 
safe, seeure, and clean supply of eleetricity,” Schneider concluded. 



Media Contact: 

Sitrick And Company 

New York office; 212-573-6100 

Brenda Adrian; badrian@sitrick.com 

Tom Mulligan; tmulligan@sitrick.com; Cell 310-367-6567 


Forward-Looking Statements: This news release includes forward-looking statements based on information currently available 
to management. Such statements are subject to certain risks and uncertainties. These statements include declarations regarding 
management's intents, beliefs and current expectations. These statements typically contain, but are not limited to, the terms 
“anticipate,” “potential,” “expect,” "forecast," "target," "will," "intend," “believe,” "project," “estimate," "plan" and similar 
words. Forward-looking statements involve estimates, assumptions, known and unknown risks, uncertainties and other factors 
that may cause actual results, performance or achievements to be materially different from any future results, performance or 
achievements expressed or implied by such forward-looking statements, which may include the following: the ability to 
experience growth in the Regulated Distribution and Regulated Transmission segments and the effectiveness of our strategy to 
transition to a fully regulated business profile; the accomplishment of our regulatory and operational goals in connection with our 
transmission and distribution investment plans, including, but not limited to, our planned transition to forward-looking formula 
rates; changes in assumptions regarding economic conditions within our territories, assessment of the reliability of our 
transmission system, or the availability of capital or other resources supporting identified transmission investment opportunities; 
the ability to accomplish or realize anticipated benefits from strategic and financial goals, including, but not limited to, the ability 
to continue to reduce costs and to successfully execute our financial plans designed to improve our credit metrics and strengthen 
our balance sheet; success of legislative and regulatory solutions for generation assets that recognize their environmental or 
energy security benefits, including the Notice of Proposed Rulemaking released by the Secretary of Energy and action by the 
Federal Energy Regulatory Commission (FERC); the risks and uncertainties associated with the lack of viable alternative 
strategies regarding the Competitive Energy Services (CES) segment, thereby causing FirstEnergy Solutions Corp. (FES), and 
likely FirstEnergy Nuclear Operating Company (FENOC), to restructure its substantial debt and other financial obligations with 
its creditors or seek protection under United States bankruptcy laws and the losses, liabilities and claims arising from such 
bankruptcy proceeding, including any obligations at FirstEnergy Corp.; the risks and uncertainties at the CES segment, including 
FES, and its subsidiaries, and FENOC, related to wholesale energy and capacity markets and the viability and/or success of 
strategic business alternatives, such as pending and potential CES generating unit asset sales, the potential conversion of the 
remaining generation fleet from competitive operations to a regulated or regulated-like construct or the potential need to 
deactivate additional generating units, which could result in further substantial write-downs and impairments of assets; the 
substantial uncertainty as to FES’ ability to continue as a going concern and substantial risk that it may be necessary for FES, and 
likely FENOC, to seek protection under United States bankruptcy laws; the risks and uncertainties associated with litigation, 
arbitration, mediation and like proceedings, including, but not limited to, any such proceedings related to vendor commitments, 
such as long-term fuel and transportation agreements; the uncertainties associated with the deactivation of older regulated and 
competitive units, including the impact on vendor commitments, such as long-term fuel and transportation agreements, and as it 
relates to the reliability of the transmission grid, the timing thereof; the impact of other future changes to the operational status or 
availability of our generating units and any capacity performance charges associated with unit unavailability; changing energy, 
capacity and commodity market prices including, but not limited to, coal, natural gas and oil prices, and their availability and 
impact on margins; costs being higher than anticipated and the success of our policies to control costs and to mitigate low energy, 
capacity and market prices; replacement power costs being higher than anticipated or not fully hedged; our ability to improve 
electric commodity margins and the impact of, among other factors, the increased cost of fuel and fuel transportation on such 




margins; the uncertainty of the timing and amounts of the capital expenditures that may arise in connection with any litigation, 
including New Source Review litigation, or potential regulatory initiatives or rulemakings (including that such initiatives or 
rulemakings could result in our decision to deactivate or idle certain generating units); changes in customers' demand for power, 
including, but not limited to, changes resulting from the implementation of state and federal energy efficiency and peak demand 
reduction mandates; economic or weather conditions affecting future sales, margins and operations such as a polar vortex or other 
significant weather events, and all associated regulatory events or actions; changes in national and regional economic conditions 
affecting us, our subsidiaries and/or our major industrial and commercial customers, and other counterparties with which we do 
business, including fuel suppliers; the impact of labor disruptions by our unionized workforce; the risks associated with cyber¬ 
attacks and other disruptions to our information technology system that may compromise our generation, transmission and/or 
distribution services and data security breaches of sensitive data, intellectual property and proprietary or personally identifiable 
information regarding our business, employees, shareholders, customers, suppliers, business partners and other individuals in our 
data centers and on our networks; the impact of the regulatory process and resulting outcomes on the matters at the federal level 
and in the various states in which we do business including, but not limited to, matters related to rates; the impact of the federal 
regulatory process on FERC-regulated entities and transactions, in particular FERC regulation of wholesale energy and capacity 
markets, including PJM Interconnection, L.L.C. (PJM) markets and FERC-jurisdictional wholesale transactions; FERC 
regulation of cost-of-service rates; and FERC’s compliance and enforcement activity, including compliance and enforcement 
activity related to North American Electric Reliability Corporation’s mandatory reliability standards; the uncertainties of various 
cost recovery and cost allocation issues resulting from American Transmission Systems, Incorporated's realignment into PJM; the 
ability to comply with applicable state and federal reliability standards and energy efficiency and peak demand reduction 
mandates; other legislative and regulatory changes, including the new federal administration's required review and potential 
revision of environmental requirements, including, but not limited to, the effects of the United States Environmental Protection 
Agency’s Clean Power Plan, Coal Combustion Residuals regulations, Cross-State Air Pollution Rule and Mercury and Air Toxics 
Standards programs, including our estimated costs of compliance. Clean Water Act (CWA) waste water effluent limitations for 
power plants, and CWA 316(b) water intake regulation; adverse regulatory or legal decisions and outcomes with respect to our 
nuclear operations (including, but not limited to, the revocation or non-renewal of necessary licenses, approvals or operating 
permits by the Nuclear Regulatory Commission or as a result of the incident at Japan's Fukushima Daiichi Nuclear Plant); issues 
arising from the indications of cracking in the shield building at Davis-Besse; changing market conditions that could affect the 
measurement of certain liabilities and the value of assets held in our Nuclear Decommissioning Trusts, pension trusts and other 
trust funds, and cause us and/or our subsidiaries to make additional contributions sooner, or in amounts that are larger than 
currently anticipated; the impact of changes to significant accounting policies; the impact of any changes in tax laws or 
regulations or adverse tax audit results or rulings; the ability to access the public securities and other capital and credit markets in 
accordance with our financial plans, the cost of such capital and overall condition of the capital and credit markets affecting us 
and our subsidiaries; further actions that may be taken by credit rating agencies that could negatively affect us and/or our 
subsidiaries’ access to financing, increase the costs thereof, increase requirements to post additional collateral to support, or 
accelerate payments under outstanding commodity positions, letters of credit and other financial guarantees, and the impact of 
these events on the financial condition and liquidity of FirstEnergy Corp. and/or its subsidiaries, specifically FES and its 
subsidiaries; issues concerning the stability of domestic and foreign financial institutions and counterparties with which we do 
business; and the risks and other factors discussed from time to time in our United States Securities and Exchange Commission 
(SEC) filings, and other similar factors. 

Dividends declared from time to time on FirstEnergy Corp.'s common stock during any period may in the aggregate vary from 
prior periods due to circumstances considered by FirstEnergy Corp.'s Board of Directors at the time of the actual declarations. A 
security rating is not a recommendation to buy or hold securities and is subject to revision or withdrawal at any time by the 



assigning rating agency. Each rating should be evaluated independently of any other rating. These forward-looking statements 
are also qualified by, and should be read in conjunction with the other cautionary statements and risks that are included in our 
filings with the SEC, including but not limited to the most recent Annual Report on Form 10-K and any subsequent Quarterly 
Reports on Form 10-Q. The foregoing review of factors also should not be construed as exhaustive. New factors emerge from 
time to time, and it is not possible for management to predict all such factors, nor assess the impact of any such factor on our 
business or the extent to which any factor, or combination of factors, may cause results to differ materially from those contained 
in any forward-looking statements. We expressly disclaim any current intention to update, except as required by law, any 
forward-looking statements contained herein as a result of new information, future events or otherwise. 
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For Immediate Release 

FirstEnergy Solutions and FirstEnergy Nuclear Operating Company 
File Voluntary Petitions for Chapter 11 Restructuring 

• Operations Expected to Continue Normally during Restructuring 

• Economic Improvements Sought for Operations 

• Constructive Talks Continue with Creditors 

• Legislative and Regulatory Relief is under Review 

AKRON, Ohio, Mareh 31, 2018 - FirstEnergy Solutions (FES), its subsidiaries 
and EirstEnergy Nuclear Operating Company (EENOC) (together, the “Eiling Entities”) 
today announced that to facilitate an orderly financial restmcturing, they have filed 
voluntary petitions under Chapter 11 of the Federal Bankruptcy Code with the U.S. 
Bankruptcy Court in the Northern District of Ohio in Akr on. The Filing Entities 
collectively have over $550 million in cash, which they believe is sufficient liquidity to 
continue normal operations and meet post-petition obligations to employees, suppliers 
and customers as they come due. 

FES and EENOC own and operate two coal-fired plants, one dual firel gas/oil 
plant, one pet-coke fired plant and three nuclear power plants in the competitive, or non- 
regulated, power-generation industry. EirstEnergy Corp. announced in November 2016 
that it planned to exit the competitive generation business. On March 28, 2018, FES filed 
notice with PJM Interconnection EEC (PJM), the regional transmission organization, that 
the three nuclear lacilities would be deactivated or sold during the next three years. In the 
meantime, all of the plants will continue current operations. 

Donald R. Schneider, President of EES, said, “Given the prospective timing of 
federal and state review and our ongoing cash needs and debt service obligations, the 
EES and FENOC Boards of Directors determined that the Chapter 11 filing represents 
our best path forward as we continue to pursue opportunities for restmcturing, asset sales 




and legislative and regulatory relief We believe that this deeision will best serve our 
customers, employees and business partners.” 

The Filing Entities expect that the Chapter 11 process will enable them to 
improve the viability of their operations. FES will also continue seeking legislative and 
regulatory relief at the state and federal level 

For example, on March 29, 2018, FES filed an application with U.S. Secretary of 
Energy Rick Perry seeking an emergency order directing PJM to secure the long-term 
capacity of certain nuclear and coal-fired plants in the region - including FES plants - to 
compensate their owners “for the lull benefits they provide to energy markets and the 
public at large, including fuel security and diversity.” 

The relief is being sought under Section 202(c) of the Federal Power Act, which 
gives the Secretary extraordinary powers to address such emergencies. 

As previously announced, FES and FENOC have engaged in constructive 
discussions with parties representing their creditors. Those discussions are continuing as 
the Filing Entities explore strategic alternatives for the competitive generation businesses. 

The Filing Entities have filed customary first-day motions with the Bankruptcy 
Court to support operations during the court-supervised process, including motions 
requesting authority to pay prepetition and post-petition employee wages and benefits 
and to continue customer programs. The Filing Entities will continue to adhere to all 
applicable regulatory and environmental standards. 

Additional information can be accessed by visiting the Filing Entities’ 
restmcturing website atwww.fes.com/restructuring, calling the Restructuring Hotline, 
toll-free in the U.S. at (855) 934-8766, or sending an email to FESinfo@primeclerk.com. 
Court filings and other documents related to the court-supervised process are available on 



a separate website ad min istered by the Filing Entities’ elaims agent, Prime Clerk, at 
httpsy/eases.primeelerk.eom/FES. 

The Filing Entities’ parent company. First Energy Corp. (NYSE: EE), and its 
other subsidiaries, including its regulated subsidiaries, are not part of the filing and will 
not be subject to the Chapter 11 process. 


Akin Gump Strauss Flauer & Eeld LLP is serving as legal counsel to the Filing 
Entities, Lazard Freres & Co. is serving as investment banker and Alvarez & Marsal 
North America, EEC is serving as restructuring advisor and Charles Moore has been 
appointed as Chief Restructuring Officer for the Eiling Entities. 


FES is a subsidiary of EirstEnergy Corp. EES provides energy-related products 
and services to retail and wholesale customers; and owns and operates 5,381 MWs of 
fossil generating capacity through its EirstEnergy Generation subsidiaries. FES also owns 
4,048 MWs of nuclear generating capacity through its EirstEnergy Nuclear Generation 
subsidiary. Nuclear generating plants are operated by FENOC, which is a separate 
subsidiary of EirstEnergy Corp. Follow FirstEnergy on Twitter @FirstEnergyCorp or 
o nlin e at www.firstenergycorp.com. 
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Angela Pruitt: apmitt@sitrick.com 


Forward-Looking Statements: This news release includes forward-looking statements based on information currently 
available to management. Such statements are subject to certain risks and uncertainties. These statements include 
declarations regarding management's intents, beliefs and current expectations. These statements typically contain, but 
are not limited to, the terms “anticipate,”“potential,”“expect,” "forecast," "target," "will," "intend," “believe,” 
"project," “estimate," "plan" and similar words. Forward-looking statements involve estimates, assumptions, known 
and unknown risks, uncertainties and other factors that may cause actual results, performance or achievements to be 
materially different from any future results, performance or achievements expressed or implied by such forward- 
looking statements, which may include the following: the ability to experience growth in the Regulated Distribution 





and Regulated Transmission segments and the effectiveness of our strategy to transition to a fully regulated business 
profile; the accomplishment of our regulatory and operational goals in connection with our transmission and 
distribution investment plans, including, but not limited to, our planned transition to forward-looking formula rates; 
changes in assumptions regarding economic conditions within our territories, assessment of the reliability of our 
transmission system, or the availability of capital or other resources supportingidentified transmission investment 
opportunities; theability to accomplish or realize anticipated benefits from strategic and financial goals, including, but 
not limited to, theability to continue to reduce costs and to successfully execute our financial plans designed to 
improve our credit metrics and strengthen our balance sheet; success of legislative and regulatory solutions for 
^neration assets that recognize their environmental or energy security benefits, including theNotice of Proposed 
Rulemaking released by the Secretary of Energy and action by the Federal Energy Regulatory Commission (FERC); 
the risks and uncertainties associated with the lack of viable alternative strategies re^rding the Competitive Energy 
Services (CES) segment, thereby causing FirstEnergy Solutions Corp.(FES), and likely FirstEnergy Nuclear Operating 
Company (FENOC), to restructure its substantial debt and other financial obligations with its creditors or seek 
protection under United States bankruptcy laws and the losses, liabilities and claims arising from such bankruptcy 
proceeding, including any obli^tions at FirstEnergy Corp.; the risks and uncertainties at the CES segment, including 
FES, and its subsidiaries, and FENOC, related to wholesale energy and capacity markets and the viability and/or 
success of strategic business alternatives, such as pending and potential CES ^nerating unit asset sales, the potential 
conversion of the remaining ^neration fleet from competitive operations to a regulated or regulated-like construct or 
the potential need to deactivate additional ^nerating units, which could result in further substantial write-downs and 
impairments of assets; the substantial uncertainty as to FES’ ability to continue as a going concern and substantialrisk 
that it may be necessary for FES, and likely FENOC, to seek protect ion under United States bankruptcy laws; the risks 
and uncertainties associated with litigation, arbitration, mediation and like proceedings, including, but not limited to, 
any such proceedings related to vendor commitments, such as long-term fuel and transportation agreements; the 
uncertainties associated with the deactivation of older regulated and competitive units, including the impact on vendor 
commitments, such as long-term fuel and transportation agreements, and as it relates to the reliability of the 
transmission grid, the timing thereof; the impact of other future chants to the operational status or availability of our 
generating units and any capacity performance charts associated with unit unavailability; changing energy, capacity 
and commodity market prices including, but not limited to, coal, natural gas and oil prices, and their availability and 
impact on margins; costs being higher than anticipated and the success of our policies to control costs and to mitigate 
low energy, capacity and market prices; replacement power costs being higher than anticipated or not fully hedged; our 
ability to improve electric commodity margins and the impact of, among other factors, the increased cost of fuel and 
fuel transportation on such margins; the uncertainty of the timing and amounts of the capital expenditures that may 
arise in connection with any litigation, including New Source Review litigation, or potential regulatory initiatives or 
rulemakings (including that such initiatives or rulemakings could result in our decision to deactivate or idle certain 
generating units); changes in customers' demand for power, including, but not limited to, changes resulting from the 
implementation of stateand federal energy efficiency and peak demand reduction mandates; economic or weather 
conditions affecting future sales, margins and operations such as a polar vortex or other significant weather events, and 
all associated regulatory events or actions; changes in national and regional economic conditions affecting us, our 
subsidiaries and/or our major industrial and commercial customers, and other counterparties with which we do 
business, including fuel suppliers; the imp act of labor disruptions by our unionized workforce; the risks associated with 
cyber-attacks and other disruptions to our information technology system that may compromise our ^neration, 
transmission and/or distribution services and data security breaches of sensitive data, intellectual property and 



proprietary orpersonally identifiable information re^rding our business, employees, shareholders, customers, 
suppliers, business partners and other individuals in our data centers and on our networks; the impact of the regulatory 
process and resulting outcomes on the matters at the federal level and in the various states in which we do business 
including, hut not limited to, matters related to rates; the impact of the federal regulatory process on FERC-regulated 
entities and transactions, in particular FERC regulation of wholesale energy and capacity markets, including PJM 
Interconnection, L.L.C. (PJM) markets and FERC-jurisdictional wholesale transactions; FERC regulation of cost-of- 
service rates; andFERC’s compliance and enforcement activity, including compliance and enforcement activity related 
to North American Electric Reliability Corporation’s mandatory reliability standards; the uncertainties of various cost 
recovery and cost allocation issues resulting from American Transmission Systems, Incorporated's realignment into 
PJM; the ability to comply with applicable state and federal reliability standards and energy efficiency and peak 
demand reduction mandates; other legislative and regulatory changes, including the new federal administration's 
required review andpotentialrevision of environmental requirements, including, hut not limited to, the effects of the 
United States Environmental Protection Abney’s Clean Power Plan, Coal Combustion Residuals regulations, Cross- 
State Air Pollution Rule and Mercury and Air Toxics Standards programs, including our estimated costs of compliance. 
Clean Water Act (CWA) wastewater effluent limitations for power plants, and CWA316(b) water intake regulation; 
adverse regulatory or le^l decisions and outcomes with respect to our nuclear operations (including but not limited to, 
the revocation or non-renewal of necessary licenses, approvals or operating permits by the Nuclear Regulatory 
Commission or as a result of the incident at Japan's Fukushima Daiichi Nuclear Plant); issuesarising from the 
indications of cracking in the shield building at Davis-Besse; changing market conditions that could affect the 
measurement of certain liabilities and the value of assets held in our Nuclear Decommissioning Trusts, pension trusts 
and other trust funds, and cause us and/or our subsidiaries to make additional contributions sooner, or in amounts that 
are larger than currently anticipated; the impact of chants to significant accounting policies; the impact of any 
changes in tax laws or regulations or adverse tax audit results or rulings; the ability to access the public securities and 
other capital and credit markets in accordance with our financial plans, the cost of such capital and overall condition of 
the capital and credit markets affecting us and our subsidiaries; further actions that may be taken by credit rating 
agencies that could ne^tively affect us and/or our subsidiaries’ access to financing increase the costs thereof, increase 
requirements to post additional collateral to support, or accelerate payments under outstanding commodity positions, 
letters of credit and other financial guarantees, and the impact of these events on the financial condition and liquidity of 
FirstEnergy Corp. and/or its subsidiaries, specifically FES and its subsidiaries; issues concerning the stability of 
domestic and foreign financial institutions and counterparties with which we do business; and the risks and other 
factors discussed from time to time in our United States Securities and Exchange Commission (SEC) filings, and other 
similar factors. 

Dividends declared from time totime on FirstEnergy Corp.'s common stock during any period may in the aggregate 
vary from priorperiods due to circumstances considered by FirstEnergy Corp.'s Board of Directors at the time of the 
actual declarations. A security rating is not a recommendation tobuy or hold securities and is subject to revision or 
withdrawal at any time by the assigning rating agency. Each rating should be evaluated independently of any other 
rating. These forward-looking statements are also qualified by, and should be read in conjunction with the other 
cautionary statements and risks that are included in our filings with the SEC, including but not limited to the most 
recent Annual Report on Form 10-K and any subsequent Quarterly Reports on Form 10-Q. The foregoing review of 
factors also should not be construed as exhaustive. New factors emer^ from time totime, and it is not possible for 
mana^ment to predict all such factors, nor assess the impact of any such factor on our business or the extent to which 



any factor, or combination of factors, may cause results to differ materially from those contained in any forward- 
looking statements. We expressly disclaim any current intention to update, except as required by law, any forward- 
looking statements contained herein as a result of new information, future events or otherwise. 
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Good morning^ 

The PJM Industrial Customer Coalition is filing the attached Motion to Intervene. Thank you. 


Bushnell, Dorothy <DBushnell@mcneestaw corn» 

Monday. April 02. 201810:38 AM 
Secretary Perry.Walker. Bruce:lerezaL Catherine 
Wetshaar, Bob;Bruce, SusarvStark. Kenncth.'Garber. Matthew 
Motion to Intervene ot PJM Industrial Customer Coattion 
Motion to Intervene in Emergency Order (A6282044).pdl 


Dorothy Bushneli 
Energy end Environmental Group 
Administrative Assistant to 
Robert A. Weishaar, Jr. 

Amy M. York 

McNees Wallace & Nunck LlC 

1200 G Street, NW - Suite 800 
Washington, DC 20005 
Phone 202.898.5700 
dbushnetlfilmeneeslaw.com 
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Robert A. Weishaar, Jr. 
Direct Dial: 202.898 5700 
Direct Fax: 717.260.1765 
bweishaar@mcneeslaw.com 


April 2, 2018 


Via Electronic Mail 


The Honorable James Richard Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
the. secretary@hq. do e. go v 

Mr. Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
bruce.walker@hq.doe.gov 

Ms. Catherine Jereza 
Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
catherine.jereza@hq.doe.gov 

RE: Motion of PJM Industrial Customer Coalition to Intervene 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

Attached is PJM Industrial Customer Coalition’s (“PJMICC”) Motion to Intervene in the 
proceeding concerning EirstEnergy Solutions Corp.’s (“EES”) Request Eor Emergency Action 
Under Section 202(c) of the Eederal Power Act. PJMICC is comprised of several of the nation’s 

largest manufacturers, with significant electricity-consuming facilities in Pennsylvania, Ohio, 

WWW. McNeesLaw^om 

lURnsQURS, PA • LujoiiTHi, RA ' PA • Stme CaiECf. PA • Couiiibio. OH • FnEOBu*, MD • WiSHmarw. DC 



The Honorable James Richard Perry, et al. 
April 2,2018 
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Indiana, West Virginia, and other states in the PJM Region. PJMICC member companies 
strongly oppose the FES Request for emergency action. If the Request is not denied outright, all 
interested parties should be given 60 days to file comments, as requested by the Electric Power 
Supply Association and other organizations on Eriday, March 30, 2018. 


Respectfully submitted. 


McNEES WAEEACE & NURICK EEC 



Robert A. Weishaar, Jr. 

Counsel to the PJM Industrial Customer Coalition 
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UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 

) 

Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) 

FirstEnergy Solutions Corp, ) DOE Docket No, 

) 


MOTION OF PJM INDUSTRIAL CUSTOMER 
COALITION TO INTERVENE 

The PJM Industrial Customer Coalition (“PJMICC”), by and through its eounsel, hereby 
moves to intervene in the above-eaptioned proeeeding and protests the March 29, 2018 Request 
for Emergency Order Pursuant to Federal Power Act Section 202(c) by FirstEnergy Solutions 
Corp. (“FES”), pursuant to Rules 211 and 214 of the Federal Energy Regulatory Commission’s 
(“Commission”) Rules of Practice and Procedure, 18 C.F.R. §§ 385.211 and 385.214. 


I. PROCEDURAL BACKGROUND 

On March 29, 2018, FES issued a letter (“Request”) to the Honorable James Richard 
Perry, Secretary of Energy, requesting that the Secretary use emergency authority under Section 
202(c) of the Federal Power Act to find that an emergency condition exists in the PJM 
Interconnection, E.E.C. (“PJM”) territory requiring immediate intervention. Specifically, FES 
requests that the Secretary (a) order “certain existing nuclear and coal-fired generators ... to 
enter into contracts” with PJM to generate and transmit energy, capacity, and ancillary services 
to “maintain the stability of the electric grid” and (b) order PJM to “promptly compensate at-risk 
merchant nuclear and coal-fired power plants for the full benefits they provide” to energy 
markets and the public. FES served the Request on over 100 owners of generation, transmission, 
or distribution assets, state public utility commissions, and others. 




II. MOTION TO INTERVENE 


PJMICC is an ad hoc association of large consumers of eleetrieity that have faeilities 
loeated throughout the PJM region. PJMICC members inelude large manufaeturers in the steel, 
eement, paper, ehemieal, pharmaeeutical, eonsumer produets, and other industries, and large 
institutional eonsumers ineluding universities and hospitals. If the Request is granted, eost 
responsibility for payments made pursuant to the Emergeney Order may be reeovered from 
eonsumers throughout the PJM region, ineluding PJMICC member eompanies. PJMICC 
strongly opposes the Request and reserves the right to supplement this preliminary pleading to 
explain, in detail, why the Request is unjustified and unlawful, and should not be granted. 

PJMICC moves for intervention under Rule 214 of the Federal Energy Regulatory 
Commission’s (“Commission”) Rules of Praetiee and Proeedure.^ Consistent with Rule 
214(b)(2), PJMICC has a signifieant and direet interest in the outeome of this proeeeding. 
Further, as an organization representing many of the largest eleetrieity eonsumers in the PJM 
footprint, PJMICC’s partieipation is in the publie interest. 


' Federal Power Act Section 202(c) and the Department indicate that the Federal Power Act and the Commission’s 
Rules of Practice and Procedure should be used for procedural guidance in Emergency Order proceedings. 

Guidance published on the Department’s website points to the Commission’s Rules where DOE regulations at 10 
C.F.R. § 205.370, et. seq., are silent. See, e.g., DOE Answer to Procedural Questions Concerning Rehearing of 
DOE Order, District of Columbia Public Service Commission, Docket No. EO-05-01 (December 30, 2005) at 2. 
Additionally, the Department has taken the position that the procedure for judicial review of emergency orders under 
Section 202(c) of the Federal Power Act must be secured through Section 313 of that Act, 16 U.S.C. § 8251. See, 
e.g.. Order No. 202-05-3, District of Columbia Public Service Commission, Docket No. EO-05-01 (December 20, 
2005) at 11-12. The plain language of Section 202(c)(5) of the Federal Power Act, enacted in 2016, reinforces this 
principle. Where, as here, a proceeding exists under Chapter 12 of the Federal Power Act, the Commission’s Rules 
of Practice and Procedure apply. See 16 U.S. Code § 825g(b) (FPA § 308) (“All hearings, investigations, and 
proceedings under this chapter shall be governed by rules of practice and procedure to be adopted by the 
Commission.”). 
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III. SERVICE OF DOCUMENTS 


The following persons are designated by PJMICC to receive service and communications 
on its behalf with regard to this proceeding; 


Robert A. Weishaar, Jr. 

McNees Wallace & Nurick LLC 

1200 G Street NW, Suite 800 

Washington, DC 20005 

Phone; (202) 898-5700 

Fax; (717) 260-1765 

Email; bweishaar@mcneeslaw.com 


Susan E. Bruce 

Kenneth R. Stark 

Matthew L. Garber 

McNees Wallace & Nurick EEC 

100 Pine Street 

P.O. Box 1166 

Harrisburg, PA 17108-1166 

Phone; (717) 237-5254 

Pax;(717) 260-1666 

Email; sbruce@mcneeslaw.com 


kstark@mcneeslaw.com 

mgarber@mcneeslaw.com 


IV. STATEMENT OF OPPOSITION 


Rule 214(b)(1) requires the movant to state its preliminary position. PJMICC opposes 
the relief sought by FES. Overwhelming evidence, not cited in the Request, demonstrates that no 
need exists for the requested relief and certainly no emergency exists that would justify 
application of Section 202(c) of the Pederal Power Act. PJMICC is developing a comprehensive 
rebuttal to EES’ Request, and will be submitting that rebuttal to the Department. 

PJMICC respectfully urges the Department to give all interested parties sufficient time to 
present their responses to the EES Request before ruling on the Request.^ To that end, PJMICC 
supports the request that was fded Priday, March 30, 2018, by the Electric Power Supply 
Association and other organizations requesting a 60-day comment period. 


^ Obviously, PJMICC would not oppose an outright rejection of the Request, without a notice and comment period. 
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V. 


CONCLUSION 


For the reasons set forth above, PJMICC respectfully requests that the Department grant 
PJMICC’s motion to intervene in this proceeding and, if the Department does not reject the FES 
Request outright, provide all interested parties with 60 days to file comments on the Request. 

Respectfully submitted, 

McNEES WALLACE & NURICK EEC 


/s/ Robert A. Weishaar, Jr. 

By_ 


Robert A. Weishaar, Jr. 

McNees Wallace & Nurick EEC 

1200 G Street NW, Suite 800 

Washington, DC 20005 

Phone: (202) 898-5700 

Pax: (717)260-1765 

Email: bweishaar@mcneeslaw.com 

Susan E. Bruce 
Kenneth R. Stark 
Matthew L. Garber 
100 Pine Street 
P.O. Box 1166 
Harrisburg, PA 17108-1166 
Phone: (717) 237-5254 
Pax:(717) 260-1666 
Email: sbruce@mcneeslaw.com 
kstark@mcneeslaw.com 

mgarber@mcneeslaw.com 


Counsel to the PJM Industrial Customer Coalition 


Dated: April 2, 2018 
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CERTIFICATE OF SERVICE 


I hereby eertify that I have this day served, via first-elass mail, eleetronie transmission, or 
hand-delivery the foregoing upon eaeh person designated on the official service list compiled by 
the Secretary in this proceeding. 

Dated at Washington, DC this 2nd day of April, 2018. 

/s/ Robert A. Weishaar, Jr. 


Robert A. Weishaar, Jr. 

McNees Wallace & Nurick LLC 

1200 G Street NW, Suite 800 

Washington, DC 20005 

Phone: (202) 898-5700 

Fax: (717) 260-1765 

Email: bweishaar@mcneeslaw.com 
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From; Kathtniric Hamilton <kathenne$^ioftlKolutions.coin> 

Sant Monday. Aprtf 02 . 201811:10 AM 

To: Secretary Perry 

Cc Walker. Bruce 

Subject: letter from AdvarKed Errergy Managemenl Alliance 

Attachments: AE MAf irstE nergy4.218.pdf 


Dear Secretary Perry: attached please find a letter from Advanced Energy Management .Alliance in support of 
PJM's response to the FirstEnergy 202(c) petition. Feel free to reach out should you have any qncstious 
icgardiug our position. 

Best regards^ 

Kathcrmc Hamilton 

Kathenne Hamilton 
fjfecufrve Director 

Advanced Energy Haiiageinent Alliance 
Office: 202-524-8832 
Cafl; (b) (6) 
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advanced 

energy 

managennent 

alliance 


POBox 65491 
Washington, DC 20035 

p 202.580.8284 
e info@aem-alliance.org 

aem-alliance.org 


By Electronic Mail 

April 2, 2018 


The Honorable James Riehard Perry 
Seeretary of Energy 
United States Department of Energy 
1000 Independence Avenue, S.W. 

Washington, DC 20585 

Re; EirstEnergy Request for Emergency Order Pursuant to Eederal Power Act Section 

202(c) 

Dear Secretary Perry; 

The Advanced Energy Management Alliance (“AEMA”)' writes in support of the 
PJM Interconnection position regarding the EirstEnergy 202(c) petition. AEMA is a trade 
association under Section 501(c)(6) of the Eederal tax code whose members include 
national distributed energy resource companies and advanced energy management 
service and technology providers, including demand response (“DR”) providers, as well 
as some of the nation’s largest demand response and distributed energy consumers. 

AEMA’s mission is to advocate for policies that empower and compensate 
customers appropriately in a manner that contributes to a more efficient, cost-effective, 
resilient, reliable, and environmentally sustainable grid and we have continually 


* For more information, see AEMA website: http://aem-alliance.org 





supported the inelusion of these resources into wholesale markets to achieve electricity 
cost savings for consumers, contribute to system reliability, and ensure balanced price 
formation. 

The resources AEMA represents are part of the diversity that is crucial to 
operating the grid in a reliable manner. We believe that any attempt to increase payments 
to only a sub-set of power plants will simply drive up costs on the entire grid—both for 
consumers and for innovative technologies such as demand response, distributed energy 
resources, and distributed energy storage, that increasingly provide flexible and resilient 
services to the system. The Federal Energy Regulatory Commission (“FERC”) has cited 
multiple studies finding that distributed energy resources contribute to reliability and to 
resilience by providing “greater reliability through consumer reliance upon distributed 
energy resources to provide resilience from bulk power and distribution service 
interruptions” and “power outage mitigation or critical power support during outages 
(resilience) and power quality improvement (enhanced reliability).”^ 

AEMA has engaged^ at FERC and in states throughout various resilience 
proceedings, making a strong case for inclusion of distributed resources for reliability and 


^ FERC citing Responses in a High Distributed Energy Resources Future, at 26-28 (Report 1, Nov. 2015), 
https://emp.lbl.gov/sites/all/files/lbnl-lQQ3823 Q.pdf (Berkeley Lab Report); DNV-GL, A Review of 
Distributed Energy Resources: New York Independent System Operator, at 18 (Sept. 2014) (DNV-GL 
Report), 

http://wvyw nviso.com/public/webdocs/media room/publications presentations/Other Reports/Other Repo 

rts/A Review of Distributed Energy Resources September 2014 ; U.S. Department of Energy, The 
Potential Benefits of Distributed Generation and Rate-related Issues that May Impede Their Expansion: A 
Study Pursuant to SectionlSl 7 of the Energy Policy Act of2005 (Feb. 2007), 
https://wvyvy ferc.gov/legaFfed-sta/exp-studv.pdf ; lEA, Repowering Markets: market design and 
regulation during the transition to low-carbon power systems, at 33 (2016) 

^ AEMA filed Comments ( http://aem-alliance.org/aema-files-comments-doe-nopr-ferc/) and Reply 
Comments to the DOE NOPR ( http://aem-alliance.org/aema-files-replv-comments-doe-nopr/) as well as 
comments in Puerto Rico regarding resilience ( http://aem-alliance.org/aema-makes-resilience- 
recommendations-puerto-rico-commission/) . 
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resilience as critical to maintaining a flexible, cost-effective, and reliable system. We 
agree with PJM that their system, because of the diversity of resources participating in 
their ISO, is not facing issues of reliability. AEMA remains convinced that the 
technologies and services that our consumers and innovators are providing in PJM are 
part of the reason for that reliability. Thus, we support the position of PJM in opposition 
to the FirstEnergy petition. 

Please do not hesitate to contact me at 202-524-8832 or Katherine@aem- 
alliance.org should you have any questions regarding this letter. Tha nk you for the 
consideration. 


Sincerely, 



Katherine Hamilton 
Executive Director 

Advanced Energy Management Alliance 
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Document 20 


KemgerJJ^JeJCONTO) 


Sent 

To: 

Cc: 


Subject: 


From: 


lotto, Adfiennc 

MontUy. April 02, 2018 S;S2 PM 

Jeieza. CatherinejStieit, Devon (lisa) HQlee, Teiri.Pesin. Michael 

Walkot, Brucc;Hoffman, Patrkia:Koniec 2 nv, Kathetirtc 

FW: 202(c) Matter- Instructions for Preserving Privileges and Confidenluiity 


As discussed. Please see directive below. 



(Tiief of Stafl' fot Assisiaut Secretarv Bnice J Walker 

a 

Office of FlccUicit)- 
1000 IiKiqrciidencc Avcinie, SW 
Room SH-033 
Wftshingfon. DC 20.^8.^ 

Telr (202)586-1117 


From: Fibbe, George 

Smnt: Friday. March 30. 2018 8 S2 PM 

To: McCormack. Brian'<8rlan.Mccormack@hq.doe,gov>; Menezes, Mark <Mark.Menezes@hq.doe.gov>, Cunningham, 
Sean <Sean.Cunninfham^hq.doe.gov>; Wilmot, Dan <Dan.Wilmot@lhq.doe.gov>; Colgary. James 
<James.Colgary^hq.doe,gov>; Maddox, Mark <MRMaddox@>hq.doe.gov>; Winberf, Steven 
<Steven.Winb«rg@hq.doe.gov>, Jereza. Catherine <CatherineJere£a®Hq.0oe.6ov>; Lotto, Adrienne 
<Adrienne.Lotto@)hq.doe.gov>; Haus, Bob <6ob.Haus@ihq.doo.gov>, Hynes, Shayivn <Shaylvn.Hynes@ihq.doe.gov>. 
Walker, Bruce <Bruce.Waiker@lhq.doe.gov>, Burnison, Melissa <Meliss3.Bumison@lhq.doe.gov> 

Cc: Brouillette, Dan <Oan.Brouiilette@hq.doe.gov> 

Subject: 202(c) Matter; Instructions for Preserving Privileges and Confidentiality 

Privileged and Confidential 
Attorney-Client Communication 
Attorney Work Product 


AH- 


(b) (5)a/c 


t 



(b) (5) a/c 


2 



(b) (5) a/c 


Hopefully, this helps. Please feel free to call me directly to discuss if needed. 

George Fibbe 

Deputy General Counsel 

Litigation, Regulation & Enforcement 

Office: 202.287.6240 

Cell:(b) (6) 
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KemgerJJ^JeJCONTO) 


From: 

Sent 

To: 


Wmbcf^ Steven 

lucMlay. April 03. 2018 8:17 AM 

Hynes, ShaylyniMcCorniacic. Brian:Brouillette. DarvBurnison. MdissaColgory, 
laines:Cunningham. SeaaDamtenfeiser, Ma(ty:Fft>be. 6oofge;Haus, Bob;Jereza, 
Catherirte.ioraine, Jennifer A;Lotto. AdriermejMaddox, MarlcMerte/es. Mart(;Sir>gef. 
FmilY;Walker. 8nJce;Wilmol, Oah 
Rf: 202{c) Matter. Potential Media Questions 


Sub|cct: 


National Coal Council on 12/11*12. Opan to the public 

From: Hynes. Shaytyn 

Sent: Monday, April 02, 2018 5:27 PM 

To: McCormack, Brian <Br 1 an.Mccormack 9 hq.doe.gov>; Brouillette, Dan <Oan.Brouillette9bq.doe.gov>; Bumison, 
Melissa <Melissa.Bum[son9hq.doOhgiov>; Colgary, James <James.Colgary9bq.doe.gov>; Cunningham. Saan 
<Saan.Cunningham9bq.doe.gov>, Dannenfelser, Marty <MartY.Dannenfelser 9 hq.d 0 e.gov>, Fibbe, George 
<George.Fibbt9i^-do«-SOv>« Haus. Bob <Bob.Haus9Hq.doe.gov>; Jereza, Catharine <Catf>«rina.Jereza9Hq Doe.Gov>, 
Loraina, Janntfer A. '<Jennifer.Loraine9bq.doe.gov>, Lotto. Adrienne <Adrienne.Lotto9bq.doe.gov>. Maddox, Mark 
<MRMaddox9bq.doe.gov>, Manezes, Mark <Mark.Mene 2 es 9 bq.doe.gov>, Singer, Emily <Emiiy.Singer9bq.doe.gov>; 
Walker, Bruce <Bruce.Walker9bq.doe.gov>; Wilmot, Dan <Dan.W 1 lmot 9 bq.doe.gov>; Winberg, Steven 
<Steven.Winberg9hq.doe.gov> 

Subject: RE: 202(c} Matter. Potential Media Quastions 


Privileged Conlidential Do Not Release-Attomes'-Client Work PixkIwI 


<b)(5) 


Thank you In advance for your help with thisi 


Shaytyn 


From: Hynes, Shaylyn 

Sent: Saturday, March 31, 2018 2:04 PM 

To: McCormack, Brian < 8fian,Mccormack(g>hQ.dc>e,gov> : Brouillette, Dan < Dan.6fQuillatte9hQ.doe flov >: Bumison, 
Melissa <Melitsa 8 urntsongihn,doa.gov> : Colgary, Jamas <JameT Colgaryg&hg doe gov> : Cunningham, Saan 
< Sean.Cunningbam9hQ.doe.gov >: Dannenfelser, Marty < M 8 rtv,Dannenfe?ter9ho.doe.gov> : Fibbe, George 
<George.Ptbbeflihq doe.tov >: Haus, Bob <&ob.Hau 5 (g?hQ doe.gov> : Jereza, Catherine <Catherire. 'ercr-d'^Hc? Do<?,Go'.'> . 
Loraina, Jennifer A. <Jannifer LorainejEhq doe gov> . Lotto, Adrienne <Adrianna Lotto9hq doe,gc>v>> : Maddox, Mark 
<MRMaddoy®hQ.doa.go'y> : Manezes, Mark <Mark,Men<>;»;'g>hq doa.gov> : Singer, Emily <Emilv.Sinear9ho.doe.eov> : 
Walker, Bruce < Bruce.Walkef9hQ doe.gov» : Wilmot, Dan <Pan.Wilmot9ho.doe,goy >: Winberg, Steven 
< 5teven '<VrrbgrgCii)hQ,doa,gov > 

Subject: RE: 202(c) Matter. Potential Media Questions 

Pnvikfgcd & CceUidvntial Do Not Release-Altoiiwy-Clieitl Work Product 


I 




















(b) (5) 


Thanks, 

Shaylyn Hynes 
Press Secretary 
U.S. Department of Energy 


From: McCormack, Brian 

Sent: Saturday, March 31, 2018 1:25 PM 

To: Brouillette, Dan < Dan.Brouillette(g>hq.doe.gov >; Burnison, Melissa < Melissa.Burnison(S)hq.doe.gov >; Colgary, James 
< James.Colgary(5)hq.doe.gov >; Cunningham, Sean < Sean.Cunningham(S)hq.doe.gov >; Dannenfelser, Marty 
< Marty.Dannenfelser(5)hq.doe.gov >; Fibbe, George < George.Fibbe(g>hq.doe.gov >; Flaus, Bob < Bob.Flaus(g>hq.doe.gov >; 
Flynes, Shaylyn < Shaylyn.Hynes(g>hq.doe.gov >; Jereza, Catherine < Catherine.Jereza(S)Hq.Doe.Gov >; Loraine, Jennifer A. 
< Jennifer.Loraine(g>hq.doe.gov >; Lotto, Adrienne < Adrienne.Lotto(g>hq.doe.gov >; Maddox, Mark 
< MRMaddox(g>hq.doe.gov >; McCormack, Brian < Brian.Mccormack(S)hq.doe.gov >; Menezes, Mark 
< Mark.Menezes(ahq.doe.gov >: Singer, Emily < Emilv.Singer(S)hq.doe.gov >: Walker, Bruce < Bruce.Walker(S)hq.doe.gov >: 
Wilmot, Dan < Dan.Wilmot(ahq.doe.gov >: Winberg, Steven < Steven.Winberg(S)hq.doe.gov > 

Subject: RE: 202(c) Matter: Instructions for Preserving Privileges and Confidentiality 

Thank you, George. Some folks may not have been included in the original transmission so I'm resending. 

From: Fibbe, George 

Sent: Friday, March 30, 2018 8:52 PM 

To: McCormack, Brian < Brian.Mccormack(S)hq.doe.gov >; Menezes, Mark < Mark.Menezes@hq.doe.gov >; Cunningham, 
Sean < Sean.Cunningham@hq.doe.gov >; Wilmot, Dan < Dan.Wilmot@hq.doe.gov >; Colgary, James 
< James.Colgary@hq.doe.gov >; Maddox, Mark < MRMaddox(S)hq.doe.gov >; Winberg, Steven 
< Steven.Winberg(gihq.doe.gov >; Jereza, Catherine < Catherine.Jereza@Hq.Doe.Gov >; Lotto, Adrienne 
< Adrienne.Lotto@hq.doe.gov >; Haus, Bob < Bob.Haus(gihq.doe.gov >; Hynes, Shaylyn < Shaylyn.Hynes@hq.doe.gov >: 
Walker, Bruce < Bruce.Walker(S)hq.doe.gov >; Burnison, Melissa < Melissa.Burnison@hq.doe.gov > 

Cc: Brouillette, Dan < Dan.Brouillette@hq.doe.gov > 

Subject: 202(c) Matter: Instructions for Preserving Privileges and Confidentiality 

Privileged and Confidential 
Attorney-Client Communication 
Attorney Work Product 

All- 

(b) (5) a/c 


2 


































(b) (5) a/c 
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(b) (5) a/c 


Hopefully, this helps. Please feel free to call me directly to discuss if needed. 

George Fibbe 

Deputy General Counsel 

Litigation, Regulation & Enforcement 

Office: 202.287.6240 

Cell:(b) (6) 
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From; 

Sent 

To: 

Cc: 


Subject 

Attachments: 


FKlcej, Louise 

TtJesdav, April 03, 2018 11:4S AM 
SI Bfjef»ng;S2 Briefing 

0O€ NEWSJuttlo, RobertjHoffman. Patikia^SmitK Bj(bafa.Koniearny, 
Kathefine.'Mahroum, Eric.McCurdy, jal(e;Walker. 8iuce:Rousseaux, Charles;Budrl. 
HunterVarrtasidis. Sophia;Harbin, Chnstine:Lotto, Adriervse 
Ot Weekly Report 

OE Weekly Report front 04 09 2018.docx 


Good mornings 

Attached is OS's weekly report. Please let us know if you have questions or need additioisal information. Thank you. 

Louise 

Louise Tickel 

U.S. Oepaitment of Energy 

Office of Electricity Delivery and Energy Reliability (OE) 

OE Communications 
Tel 202-586-6346 
Cell;(b) (6) 
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From: Ficke^ Louise 

Sent Tuesday, April 03. 2018 n.S8 AM 

To: OL-OF-1 

Subject OF weekly report 

Attachments; OF Weekly Report OF 04 09 2018 rfcxrx 


For everyorte's awareness, attached is OE's weekly report. Thanks to everyone who contributed to this report! 


1 



DOE PROGRAM WEEKLY REPORT 
OFFICE OF ELECTRICITY DELIVERY AND ENERGY RELIABILITY 

Submitted: April 3, 2018 

OE Weekly primary POC: Louise Fickel (Louise.Fickel@hq.doe.gov) 
OE Weekly secondary POC: Rusty Perrin (Rustv.Perrin@hq.doe.gov) 
Week of: April 9 - April 13, 2018 


Direct Message to the Secretary 


Items of Note 

• DOE has received a letter from Jose Carrion, Chair of the Financial Oversight and 
Management Board for Puerto Rico, requesting that an official be named who would assist 
with implementing the Puerto Rico Electric Power Authority Certified Fiscal Plan and 
coordinating those efforts with the Federal Government’s efforts related to response and 
restoration efforts for Hurricanes Maria and Irma. It has been assigned to OE’s 
Infrastructure Security and Energy Restoration (ISER) Division for preparation of a 
response. (b) (5) 

• DOE has received a letter from the Arkansas Delegation expressing concerns about the 
changes in the scope of the Clean Fine Energy Project and asking that the Project be paused 
to study or terminate the agreement. In addition, DOE has received a letter from the Co- 
Chairmen of the Arkansas General Assembly’s Joint Interim Committee on Energy (Senator 
Bryan King and Representative Rick Beck) requesting the termination of the Agreement 
between DOE and Clean Fine for the Project. Both letters have been assigned to OE’s 
Transmission Permitting and Technical Assistance (TPTA) Division for preparation of 
responses for the Secretary’s signature, (b) (5) 


• DOE has received a letter addressed to Secretary Perry and DOT Secretary Elaine Chao 
from Representatives Raja Krishnamoorthi, Kenny Marchant, Peter Roskam, and Eddie 
Bernice Johnson expressing concerns that insufficient attention has been given to the 
electrical systems that keep the Nation’s airports open and functioning, (b) (5) 


• Assistant Secretary Bruce Walker received a letter from Representative Paul Tonko 
introducing a company that would like to meet with DOE representatives to discuss gas 
turbine package power plants, (b) (5) 


• DOE sent concurrence on the Interagency One Federal Decision Memorandum of 

Understanding to the Council on Environmental Quality on March 19. A common barrier to 
timely permitting of important infrastructure that has been identified is that of the federal 
environmental review process. In an attempt to improve such issues. President Trump issued 
Executive Order (EO) 13807 which requires “One Federal Decision” by all federal agencies 
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with authorizations or permitting decision necessary for energy (and other) infrastructure 
projects. 

The White House has forwarded a letter sent to the President by Representatives Keith 
Rothfus and David McKinley, Senators Shelley Capita and Mitch McConnell, and 19 other 
Members of Congress concerning the preservation of the Nation’s fuel-secure generation 
capacity and threats to the Nation’s electric grid. The letter requests that the President direct 
the Secretary of Energy to exercise his Section 202(c) emergency powers under the Federal 
Power Act. The letter also requests that the Department of Energy evaluate the announced 
and expected retirement of additional fuel-secure baseload generation units and the potential 
national security and economic ramifications. 


DOE has received a letter from Arizona State Representative Mark Finchem asking Under 
Secretary of Energy Menezes to convene a hearing on the premature shutdown of the 
Navajo Generating Station. (^) 


DOE has received a letter from Senator Michael Bennet requesting a classified briefing on 
threats to the electricity grid. (^) 


DOE has received a letter from Representative Jenniffer Gonzalez Colon in support of a 
joint endeavor between the Southern States Energy Board and the Department of Energy to 
strategize on the development of an energy system in Puerto Rico that will provide 
affordable, reliable power following natural disasters and be sustainable for the future. 


DOE received a letter from FirstEnergy requesting an emergency order pursuant to Section 
202(c) under the Federal Power Act. Fetters relating to FirstEnergy’s request have also been 
received from the Sierra Club, Energy Industry Trade Associations, PJM Interconnection, 
Environmental Eaw and Policy Center, Environmental Defense Fund and Natural Resources 
Defense, and Allegheny Energy Supply Company. (^) 


DOE has received a letter addressed to Secretary Perry, Department of Interior Secretary 
Ryan Zinke and Department of Agriculture Secretary Sonny Perdue from James D. 
Ogsbury, Executive Director of the Western Governors Association regarding a review of 
the pipeline, transmission and distribution right-of-way corridors (Section 368) on federal 
lands in the West. (^) 


OE is engaged with the Government Accountability Office (GAO) on seven items: 

o OE is the lead DOE office on the “Pipeline Security and Cybersecurity” engagement 
with Puesh Kumar, Director of Infrastructure Security and Energy Restoration, 
serving as OE’s main Point of Contact (POC). An entrance conference was held on 
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October 4, 2017. Staff from CFO, GC, CIO and OE, along with the GAO, attended, 
(b) (5) 


o OE engaged with GAO on the “Large Scale Energy Storage” entranee eonference on 
June 19. OE is the DOE lead office, with Dr. Imre Gyuk, Director of OE’s Energy 
Storage program and Joe Paladino, OE Senior Advisor, serving as OE Points of 
Contact (POCs). A follow-up meeting to diseuss revised objeetives was held on 
Deeember 21. Representatives from OE, GC, EE, and EIA attended, (b) (5) 


The exit conference was held on Mareh 15 with OE, 
EIA, GC, EERE and GAO. (b) (5) 

o The exit eonferenee for the GAO Engagement “Cybersecurity Eramework Adoption” 
was held on November 21. Representatives from OE, CIO, NNSA, and GAO 
attended, (b) (5) 


The response was 

signed by Assistant Seeretary Bruee Walker, and the CEO’s emailed the response to 
the GAO on January 25. The Einal Report has been reeeived,(b) (5) 


o An exit eonferenee for the GAO Engagement “Electromagnetic Event Mitigation 
Teehnologies” was held on January 16. Representatives from GAO, OE, GC, Idaho 
National Laboratory, Oak Ridge National Laboratory, and Los Alamos National 
Laboratory attended. OE is the DOE lead office with John Ostrich of OE’s 
Infrastructure Seeurity and Energy Restoration (ISER) Division serving as OE’s 
Point of Contact (POC). (b) (5) 


o OE is the lead offiee for a GAO engagement on “Removal of Personally Identifiable 
Information from Cyber Threat Tndicators and Defensive Measures”. OE has 
scheduled an entrance conference for April 11. OE’s Point of Contact is Ashton 
Garrett. Representatives from OE, CEO, CIO, GC, and GAO have been invited to 
the entranee eonferenee. This request is in response to a Congressional mandate. 
GAO will assess the sufficiency of policies, procedures, and guidelines established 
under the Cybersecurity Information Sharing Act of 2015 in addressing concerns 
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(b) (5) 


o OE is the lead office for the GAO engagement “Electric Grid Cybersecurity”. OE, 
GC, Office of the Secretary, CEO, SC, and EERC attended the entrance conference 
held on March 19. This request came from Representative Frank Pallone, Jr., 

Ranking Member of the House Energy and Commerce Committee, and 
Representatives Bobby E. Rush, Paul D. Tonko, and Jerry McNerney. The 
objectives for the engagement include: 

• What are the cybersecurity risks to the electric grid? 

• What plans and processes do federal and non-federal entities have in place 
to address the cybersecurity risks and coordinate and implement a response to 
an extended cyber-related outage or disruption? 

• To what extent do federal and non-federal entities face challenges 
addressing electric grid cybersecurity? 

o OE is the lead office for a GAO engagement on “Puerto Rico and U.S. Virgin Islands 
Electricity Grid Restoration and Resilience after Hurricanes Irma and Maria”. OE, 
GC, CFO, and GAO have been invited to the entrance conference which is scheduled 
for April 4. This request came from Chairman Ron Johnson, Committee on 
Homeland Security and Government Affairs, Ranking Member Claire McCaskill, 
Chair of the Subcommittee on Federal Spending Oversight and Emergency 
Management Rand Paul, and Ranking Member Gary Peters. The objectives for the 
engagement include: 

• What authority and responsibilities do federal agencies have to help 
restore and improve the resilience of electricity infrastructure to natural 
disasters? 

• What actions have federal agencies taken to help restore and improve the 
resiliency of electricity infrastructure in response to the 2017 hurricane 
season, including the electricity infrastructure in Puerto Rico and the U.S. 
Virgin Islands? 

• What are stakeholder and expert views on the strengths and weaknesses of 
those federal actions, and what options exist to improve the resilience of 
electricity infrastructure to hurricanes? 

. (b)(5) 
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• Asa follow-up to briefings provided to members of Congress and Congressional staff by the 
National Aeademies’ (NAS) eommittee members and staff in July 2017 and November 2017 
on the Enhancing the Resilience of the Nation’s Electricity System report, OE has prepared 
transmittal letters to members of Congress. The paekage was sent to Deputy Chief Of Staff 
Wilmot and Chief Of Staff MeCormaek on Mareh 28. Onee the transmittal letters have 
reeeived DOE approval, OE will transmit the Congressionally-mandated report to Congress. 
OE, which funded the report, asked the National Academies of Sciences, Engineering, and 
Medicine to identify strategies to increase the power system’s resilience, as requested by 
Congress in House Report 113-486, to accompany P.E. 113-225, Consolidated and Eurther 
Continuing Appropriations Act, 2015. The report was publicly released in July 2017. 

• OE’s report entitled “Economic Dispatch and Technological Change” has received clearance 
from 0MB. The package is with OE’s Eront Office for signature by Assistant Secretary 
Bruce Walker on the Action Memo. Once the package has been signed, it will be sent to 
Exec Sec for approval by the Secretary to dispatch. 

Sections 1234 and 1832 of the Energy Policy Act of 2005 directed the Secretary of Energy 
to conduct an annual study of economic dispatch and potential ways to improve such 
dispatch to benefit American electricity consumers. The term “economic dispatch” refers to 
the practice of operating an electric system so that the lowest-cost generators are used first, 
followed by the more expensive generators. As demand increases, more expensive 
generators are brought into production, and then ramped down again when loads decrease. 

In this 2017 economic dispatch report, the Department examines how technology and policy 
affect economic dispatch. This report looks at seven current topics that affect economic 
dispatch: variable generation resources; energy storage; the production tax credit; market 
structure; environmental regulations; demand response; and market power. The report is not 
intended to provide an in-depth study of these topics but rather gives a brief overview of the 
topics and their implications for economic dispatch, and in some cases suggests future 
actions that should be considered. Overall, the report stresses the need for grid flexibility 
and for a suite of solutions to address the complexities of economic dispatch as changes in 
policy and available technologies create new challenges for grid operators. 

. (b)(5) 


• The OE Transformer Resilience and Advanced Components (TRAC) Program Vision and 
Eramework, whose development was led by Dr. Kerry Cheung, Program Manager and 
Strategist, (b) (5) This vision 

and framework document describes research and development opportunities in high-impact 
technical focus areas for grid hardware and components. Eocus areas in the document were 
identified through two public workshops with input from stakeholders representing over 60 
organizations, including utilities, equipment vendors, academia, and national laboratories. 
OE will initiate the DOE concurrence process this week. 
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OE has outlined potential next steps to implement the Joint Eleetromagnetic Pulse 
Resilienee Strategy that OE developed with the Eleetric Power Researeh Institute (EPRI) to 
enhanee coordination and shape future efforts to help meet the growing demands for EMP 
guidance, which was released July 2016. The 19 action items in the DOE Action Plan - 
released January 2017 - are aligned to the five goals of the Joint Strategy: 1) improve and 
share understanding of EMP threats, effects, and impacts; 2) identify priority infrastructure; 
3) test and promote mitigation and protection approaches; 4) enhance response and recovery 
capabilities to an EMP attack and; 5) share best practices across government and industry, 
nationally and internationally. OE released the DOE Electromagnetic Pulse Resilience 
Action Plan (DOE Action Plan). The DOE Action Plan was developed with input from 
interagency partners, the DOE National Eaboratories, and the electric utility industry, in part 
through a one-day session with more than 50 EMP experts and electric power industry 
representatives to identify, discuss, and prioritize the action items outlined in the document. 

One element addressed in the DOE Action Plan relates to better understanding the 
vulnerabilities of the electric grid to EMPs. 


OE’s Energy Storage program is planning a series of IEEE conference sessions to provide 
expert information to stakeholders and inform the program of public priorities and needs. 
The following sessions, which will be held throughout 2018 and will be OPEN press, are 
being planned by staff at Sandia National Eaboratories. 

o April: Eoundational Support Systems: Control Systems for Energy Storage 
o May: Technical Intersections of Smart Grid and Behind-The-Meter Energy Storage 
o October: Grid Modernization: Control of High Voltage Direct Current (HVDC) and 
Energy Storage for Small Signal Stability 
o October: Grid Modernization: Advances in Grid Energy Storage 

A recent Energy Storage Safety and Reliability meeting organized by Pacific Northwest 
National Eaboratory and Sandia National Eaboratories addressed such topics as Safety R&D 
Advances, Testing and Analysis, and Reliability R&D. Nearly 100 people from the National 
Eaboratories, utilities, academia, energy storage providers, the insurance industry, and the 
firefighter community attended. 

At this week’s China Energy Storage Alliance’s 7th annual Energy Storage International 
Conference and Expo in Beijing, Dr. Gary Yang, CEO of UniEnergy, will give a keynote 
presentation co-authored with Dr. Imre Gyuk, OE’s Director of Energy Storage Research. 
The event will feature nearly 100 expert speakers from around the globe and is expected to 
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draw over 5,000 attendees from the energy storage industry, including government agencies, 
private enterprises, research institutes, and energy service providers. 

• Notices of Application for Export Authorization for Shell Energy and Emera Energy 
Services are expected to be published this week in the Federal Register. A Notice of Export 
Authorization for Conoco Phillips was published in the Federal Register on March 23. 

• In partnership with Strategen Consulting, OE’s Energy Storage Program and Sandia 
National Laboratories will host four webinars that will bring together thought leaders to 
discuss a wide range of topics affecting the role of energy storage in the future of the electric 
power sector. The first webinar will be held on April 12. Storage for Resilience - Part I will 
help participants understand the concept of grid resilience and explore applications and 
technologies for energy storage in utility, commercial, and residential contexts. The second 
webinar will be held on May 10. Storage for Resilience - Part II will discuss how storage 
can be planned and deployed in resilience applications and will include case studies of 
projects where storage is being used to improve resilience. A third webinar on Storage as a 
Wholesale Market Participant: Rules, Barriers and Opportunities will be held on June 14. A 
final webinar on Rate Design Trends for Behind-the-Meter Storage will be held on July 12. 

• OE's Infrastructure Security and Energy Restoration (ISER) Division has adjusted the date 
for the 2018 DOE Cybersecurity Defense Competition to April 7, 2018. The event is an 
annual cyber protection of the energy sector competition for college students. Participating 
labs include Argonne National Lab, Oak Ridge National Laboratory, and Pacific Northwest 
National Lab and will synchronize the competition across the three time zones. Each lab will 
host a number of student teams who will be evaluated for their response to a series of 
energy-related cyber, cyber-physical, and situational awareness events. ISER is providing 
funding to the labs to support this event as part of its goal to increase cyber workforce 
development. ISER has worked closely with Argonne National Laboratory, Oak Ridge 
National Laboratory, and Pacific Northwest National Laboratory and DOE’s Public Affairs 
Office to create messaging and conduct outreach to maximize press coverage and public 
awareness of the event. The event has already been covered by numerous press outlets, and 
coverage is expected to grow throughout the week. OE plans to post a wrap-up blog about 
the event on Monday, April 9. 


Principal Schedule 

• On April 9, Dr. Kerry Cheung, Program Manager and Strategist, will visit DuPont’s R&D 
and manufacturing facility in Richmond, VA. The purpose of the invited visit, which will 
also include a tour, is to discuss DuPont’s progress on high resiliency transformers utilizing 
Nomex insulation and resiliency challenges. This meeting will be CLOSED press. 

• On April 10, Dr. Carol Hawk, Program Manager, Cybersecurity & Emerging Threats 
Research & Development (CET R&D), will meet with cybersecurity experts from the 
Department of Defense’s Office of the Deputy Assistant Secretary of Defense for 
Communications, Command and Control, and Cyber (C3 &Cyber), and Dragos, Inc. 
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(^) This meeting will 

be held at the Mark Center in Arlington, VA and will be CLOSED press. 

• On April 11, Assistant Seeretary Bruee Walker will testify at a U.S. House Energy and 
Commeree Oversight and Investigations Subeommittee hearing on “Update on the 
Restoration of Puerto Rieo’s Eleetrie Infrastrueture.” The hearing will be held in 
Washington, DC and will be OPEN press. 

• On April 11, Dr. Carol Hawk, Program Manager, Cyberseeurity & Emerging Threats 
Researeh & Development (CET R&D), will update the Aeting Assistant Seeretary of the 
Army Energy and Sustainability on Cyberseeurity for Energy Delivery Systems (CEDS) 
R&D tools, teehnologies and analyses, and will explore areas of mutual interest. (*^) 1^) 

This event will 

be held at the Pentagon and will be CEOSED press. 

• On April 12, Assistant Seeretary Bruee Walker will attend a dinner for the Canadian 
Electrieity Assoeiation and provide keynote remarks on OE priorities and opportunities for 
us/Canadian eooperation and partnership. The event will be held at the Canadian Embassy 
in Washington, DC and will be OPEN press. 

• On April 12, Assistant Secretary Bruce Walker will provide remarks on DOE priorities at 
the 2018 Annual Meeting and Public Policy Eorum of the United States Energy 
Association. The event will be held in Washington, DC and will be OPEN press. 


30-60 Day Eook-Ahead 

• In mid-April, Dr. Carol Hawk, Program Manager, Cyberseeurity & Emerging Threats 
Research & Development (CET R&D), will be updating the US. Army National Guard on 
Cyberseeurity for Energy Delivery Systems (CEDS) R&D tools, technologies and analyses, 
and will explore areas of mutual interest. (*^) (^) 

This event will be held at the National Guard 
Headquarters in Arlington, VA and will be CEOSED press. 

• On April 17, Dr. Kerry Cheung, Program Manager and Strategist, will participate in a panel 
session on “Keeping Grids Resilient - Transformer Exchange within a Eew Days and 
Eurther Options to Maximize Network Stability” at the IEEE PES T&D Conference to be 
held in Denver, CO. Dr. Cheung will discuss activities within the Transformer Resilience 
and Advanced Components (TRAC) program, especially progress and results of projects 
under the Elexible, Adaptable, Earge Power Transformer Design Eunding Opportunity 
Announcement issued in June 2016. Other panelists will include representatives from 
Siemens, Pfisterer, and Weidmann Electrical Technology. This event will be OPEN press. 

• On April 19, Katie Jereza, Deputy Assistant Secretary of OE’s Transmission Permitting and 
Technical Assistance (TPTA) Division, will give the keynote address on “Energy 
Independence and Delivery: Resiliency, Reliability, and Security” at the Power Engineers 
Third Annual Power Symposium. The theme of this year’s event is “The Evolving Energy 
Eandscape: Transformation of the Power Market.” OE’s Senior Advisor for External Affairs 
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Christine Harbin will also attend the event and partieipate in the diseussion and eonneet with 
stakeholders. OE antieipates posting a blog from Deputy Assistant Seeretary Jereza the week 
of the event. The one-day symposium will feature presentations and open dialogue with 
industry experts and peers eurrently faeing ehallenges in the power industry. This event will 
be held at the Chart House in Weehawken, NJ and will be OPEN press. 

• On April 19, Dr. Ali Ghassemian, Program Manager for Advaneed Grid Modeling in OE’s 
Advaneed Grid R&D Division, will partieipate in a panel session on “Reliability 
Considerations of High-Penetration DER (Distributed Energy Resourees) on the Bulk Power 
System” at the IEEE PES T&D Conferenee to be held in Denver, CO. Dr. Ghassemian will 
diseuss the Advaneed Grid Modeling Program’s aetivities related to the interaetions between 
transmission systems operators and distributions operators. Other panelists will inelude 
representatives from EPRI, PJM, Brunei University of Eondon, and the Eraunhofer Institute 
for Energy Eeonomies and Energy System Teehnology. This event will be OPEN press. 

• On April 20, Assistant Seeretary Bruee Walker will attend the Energy Storage Assoeiation’s 
28^'^ Annual Energy Storage Conferenee to be held in Boston, MA. Assistant Seeretary 
Walker will provide remarks on OE priorities and energy storage efforts and will partieipate 
in a VIP roundtable diseussion on resilienee. Other speakers in the roundtable diseussion 
may inelude Noel Zamot, Revitalization Coordinator for the Eederal Oversight and 
Management Board for Puerto Rieo, Gil Quiniones, President and CEO of the NY Power 
Authority, as well as polieymakers and business leaders. This event will be OPEN press. 
More information will be provided as additional details beeome available. 

• On May 3, OE’s Infrastrueture Seeurity and Energy Restoration (ISER) Division will 
eonduet Clear Path VI, its flagship exereise series designed to help energy seetor 
stakeholders prepare for the upeoming hurrieane season. The exereise, whieh will be 
CEOSED press, will be held at a loeation to be determined in the National Capital Region. 
Clear Path VI will bring together industry and interageney partners to test and validate pre¬ 
landfall, response, and mutual assistanee plans in response to a signifieant hurrieane 
impaeting the Mid-Atlantie region. This year’s iteration is linked to the Eederal Emergeney 
Management Ageney’s (EEMA) National Level Exereise (NEE) 2018. Clear Path VI and the 
NEE share a eommon seenario environment and ground truth for exereise eonduet, as well 
as the synehronization of key eoordination aetivities among publie and private seetor 
stakeholders. Between 150 and 200 attendees are expeeted. This exereise will be CLOSED 
press. 

• In early May, Dr. Carol Hawk, Cyberseeurity for Energy Delivery Systems (CEDS) 

Program Manager, antieipates visiting Southern California Edison (SCE) at their invitation 
to eontinue diseussions with Glenn Haddox, Direetor of Cyberseeurity and Complianee, and 
his team on strategie partnership and shared eyberseeurity teehnology researeh initiatives 
that will help aeeelerate the development of advaneed eyberseeurity tools and teehnologies. 
(b) (5) 

More information about this meeting, whieh will 
be CLOSED press, will be provided as additional details beeome available. 

• On May 17, Dr. Carol Hawk, Cyberseeurity for Energy Delivery Systems (CEDS) Program 
Manager, will give a presentation during the Department’s “Energy Talks” event. She will 
diseuss CEDS aetivities to proteet the Nation’s eritieal energy infrastrueture from the risk of 
a eyber attaek. “Energy Talks” are modeled after TED Talks and provide a monthly 
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opportunity for Department of Energy (DOE) offices and leadership to publicly share the 
intention of work supported by their programs. 

• On May 22, Dr. Carol Hawk, Program Manager, Cybersecurity & Emerging Threats 
Research & Development (CET R&D), will update the Air Eorce Office of Energy 
Assurance and the Army Office of Energy Initiatives on Cybersecurity for Energy Delivery 
Systems (CEDS) R&D tools, technologies and analyses, and will explore areas of mutual 
interest. These two offices leverage private sector funding to implement large-scale 
renewable and alternative energy projects on DoD installations. 

. This meeting will be held in 

Crystal City, VA and will be CEOSED press. 
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Document 25 

Kemper, Kyle (CONTR) 


From: Maucher, Andrea (DOS) <andrea.maucher@state.de.us> 

Sent: Tuesday, April 03, 2018 12:58 PM 

To: Secretary Perry;Walker, Bruce;Jereza, Catherine 

Cc: giannanr@firstenergycorp.com;wscherman@gibsondunn.com;jmansh@gibsondunn.co 

m;csmith@gibsondunn.com;Price, Ruth A (DOS);Slater, Andrew C. (DOS);Iorii, Regina 
(DOJ);Batra, Rakesh 

Subject: MOTION OF THE DELAWARE DIVISION OF THE PUBLIC ADVOCATE TO INTERVENE 

Attachments: letter to DOE 040318 w motion 040318_1158a.pdf 


Dear All: 

Attached, please find the Motion of Delaware Division of the Public Advocate to intervene in the matter regarding the 
March 29, 2018 Request for Emergency Order Pursuant to Federal Power Act Section 202(c) filed by FirstEnergy 
Solutions Corp. ("FES"). 

This e-mail is deemed as service of the attached Motion. 

Thank you, Andrea 


Andrea Maucher 

Division of the Public Advocate 

29 South State Street 

Dover DE 19904 

(302) 241-2545 Direct 

(302) 245-2555 Main Line 

(302) 739-7999 Fax 

Email andrea.maucher@state.de.us 


Visit us online at www.publicadvocate.delaware.gov ! 
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STATE OF DELAWARE 
DEPARTMENT OF STATE 

Division of the Public Advocate 


820 N. French Street, 4™ floor 
Wilmington, Delaware 19801 


29 South state Street 
Dover, Delaware 19901 


1.888.607.2427 

WWW.PUBLICADVOCATE.DELAWARE.GOV 


April 3, 2018 


VIA ELECTRONIC MAIL 

The Honorable James Richard Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
the.secretary@hq.doe.gov 

Mr. Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
bruce.walker@hq.doe.gov 

Ms. Catherine Jereza 
Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
catherine.iereza@hq.doe.gov 

RE: Motion of the Delaware Division of the Public Advocate to Intervene 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

Attached is the Delaware Division of the Public Advocate’s (“DPA”) Motion to intervene in the 
proceeding concerning EirstEnergy Solutions Corp.’s (“EES”) Request for Emergency Action under 
Section 202(c) of the Federal Power Act. The Delaware DPA is an agency of the State of Delaware 
statutorily charged to advocate for the lowest reasonable rates for consumers and small businesses 



consistent with the maintenance of adequate utility service. Further, the Delaware DPA is empowered 
to appear on behalf of the interest of consumers in Delaware’s state courts, the federal courts and 
federal administrative and regulatory agencies and commissions in matters involving rates, service and 
practices of publie utilities. 

The Delaware DPA strongly opposes the FES Request for emergency action. If the Request is not 
denied outright, all interested parties should be given 60 days to fde comments, as requested by the 
Eleetric Power Supply Association and other organizations on Eriday, Mareh 30, 2018. 

Respectfully submitted, 

Delaware Division of the Public Advocate 


By: Andrew C. Slater, 

Publie Advoeate 



UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 

Request for Emergeney Order Pursuant ) 

To Federal Power Aet Seetion 202(e) By ) 

FirstEnergy Solutions Corp. ) DOEDoeketNo._ 

MOTION OF THE DELAWARE DIVISION OF THE PUBLIC ADVOCATE TO 

INTERVENE 

The Delaware Division of the Publie Advoeate hereby moves to intervene in the above- 
eaptioned proeeeding and protests the Mareh 29, 2018 Request for Emergeney Order Pursuant to 
Federal Power Aet Seetion 202(o) by FirstEnergy Solutions Corp. (“FES”), pursuant to Rules 
211 and 214 of the Federal Energy Regulatory Commission’s (“Commission”) Rules of Praetiee 
and Proeedure, 18 C.F.R. §§ 385.211 and 385.214. 

I. PROCEDURAL BACKGROUND 

On Mareh 29, 2018, FES issued a letter (“Request”) to the Honorable James Riehard 
Perry, Seeretary of Energy, requesting that the Seeretary use emergeney authority under Seetion 
202(o) of the Federal Power Aet to find that an emergeney eondition exists in the PJM 
Intereonneetion, E.E.C. (“PJM”) territory requiring immediate intervention. FES requests two 
forms of relief: that the Seeretary (a) order “eertain existing nuelear and eoal-fired generators . . . 
to enter into eontraets” with PJM to generate and transmit energy, eapaeity, and aneillary 
serviees to “maintain the stability of the eleetrie grid” and (b) order PJM to “promptly 
eompensate at-risk merehant nuelear and eoal-fired power plants for the full benefits they 
provide” to energy markets and the public. FES served the Request on over 100 owners of 
generation, transmission, or distribution assets, state public utility commissions, and others. 
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II. MOTION TO INTERVENE 


The Delaware Division of the Publie Advoeate (“Delaware DP A”) is an agency of the 
State of Delaware statutorily charged to advocate for the lowest reasonable rates for consumers 
and small businesses consistent with the maintenance of adequate utility service. Further, the 
Delaware DPA is empowered to appear on behalf of the interest of consumers in Delaware’s 
state courts, the federal courts and federal administrative and regulatory agencies and 
commissions in matters involving rates, service and practices of public utilities. 

If FE’s requested relief is granted, cost responsibility for payments made pursuant to the 
Emergency Order will be recovered from consumers throughout the PJM region, including 
Delaware residents. The Delaware DPA strongly objects to the request and reserves the right to 
supplement this preliminary pleading to explain, in detail, because the request is onerous, 
unjustified and unlawful, and should not be granted. In addition, PE’s requested relief includes 
not only its assets but also impermissibly demands the same relief for the entire nuclear and coal 
generation fleet without any demonstration that such relief is warranted. 

The Delaware DPA moves for intervention under Rule 214 of the Pederal Energy 
Regulatory Commission’s (“Commission”) Rules of Practice and Procedure. In conformity with 
Rule 214(b)(2), the Delaware DPA has a significant and direct interest in the outcome of this 
proceeding as every electricity customer in this State will be immediately and irreparably 
affected. The Delaware DPA’s participation in this proceeding is in the public interest. 

III. SERVICE OF DOCUMENTS 

The following persons are designated by the Delaware DPA to receive service and 
communications on its behalf with regard to this proceeding: 
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Andrew C. Slater 
Delaware Public Advocate 
29 S. State Street 
Dover, DE 19901 
Telephone: (302)241-2550 
Email: Andrew.slater@state.de.us 

Ruth Ann Price 

Delaware Deputy Public Advocate 
Carvel State Office Building 
820 N. Erench Street, Suite 4 
Wilmington, DE 19801 
Telephone: (302) 241-2555 
Email: ruth.price@state.de.us 

Regina A. lorii 
Deputy Attorney General 
Delaware Department of Justice 
820 N. Erench Street, 6th Eloor 
Wilmington, DE 19801 
Telephone: (302)577-8159 
Email: regina.iorii@state.de.us 


IV. STATEMENT OF OPPOSITION 


Rule 214(b)(1) requires the movant to state its preliminary position. The Delaware 
Division of the Public Advocate opposes the relief sought by FES. FES has not provided that it 
or other coal and nuclear resources cited in their request needs the requested relief. FES has not 
presented a credible scintilla of evidence to show that an emergency exists of any magnitude and 
definitely not one that justifies the application of Section 202(c) of the Federal Power Act. On 
January 8, 2018, the Federal Energy Regulatory Commission (“FERC”) initiated a proceeding. 
Grid Resilience in Regional Transmission Organizations and Independent System Operators, 
Docket No. AD 18-7-000, to comprehensively and thoughtfully examine the issues of resilience 
presented in FES’s request. FES demand for emergency relief intends to circumvent FERC’s 
current deliberative proceeding in which all interested parties have an opportunity to be heard. 
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Delaware DPA respectfully urges the Department to give all interested parties sufficient 
time to present their responses to the FES request before ruling on the request. The Delaware 
DPA urges the Department to deny the request as no emergency has been shown. In the 
alternative, Delaware DPA encourages the Department to order a 60-day comment period. 

V. CONCLUSION 

For the reasons set forth above, DE DPA respectfully requests that the Department grant 
its motion to intervene in this proceeding. Further, the Delaware DPA requests the Department 
reject the FES request, or, in the alternative, provide all interested parties with 60 days to file 
comments. 


Respectfully submitted. 


/s/ Andrew C. Slater 
By_ 


Andrew C. Slater 
Delaware Public Advocate 
29 S. State Street 
Dover, DE 19901 
Telephone: (302)241-2550 
Email: Andrew.slater@state.de.us 

Ruth Ann Price 

Delaware Deputy Public Advocate 
Carvel State Office Building 
820 N. French Street, Suite 4 
Wilmington, DE 19801 
Telephone: (302) 577-5014 
Email: ruth.price@state.de.us 

Regina A. lorii 
Deputy Attorney General 
Delaware Department of Justice 
820 N. French Street, 6th Floor 
Wilmington, DE 19801 
Telephone: (302) 577-8159 
Email: regina.iorii@state.de.us 
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Dated; April 3, 2018 


CERTIFICATE OF SERVICE 


I hereby certify that I have this day served, via first-class mail, electronic transmission, or 
hand-delivery the foregoing upon each person designated on the official service list compiled by 
the Secretary in this proceeding. 

Dated at Dover, Delaware this 3rd day of April, 2018. 


/s/ Andrew C. Slater 


By 


Andrew C. Slater 
Delaware Public Advocate 
29 S. State Street 
Dover, DE 19901 
Telephone: (302)241-2550 
Email; Andrew.slater@state.de.us 
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Kemper, Kyle (CONTR) 


Document 26 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Eric DeBellis <eclebellis@citizensutilityboarcl.org> 

Tuesday, April 03, 2018 12:58 PM 

Secretary Perry;Walker, Bruce;Jereza, Catherine 

Re: Citizens Utility Board Motion to Intervene 

CUB Motion to Intervene in Emergency Order 4.3.18.pdf 


My apologies. Please disregard the prior email. CUB intends to file this attached, updated version instead. 

On Tue, Apr 3, 2018 at 11:56 AM, Eric DeBellis < edebellis@citizensutilitvboard.org > wrote: 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

Attached is Citizens Utility Board's Motion to Intervene in the proceeding concerning FirstEnergy Corp.'s 
Request for Emergency Action Under Section 202(c) of the Federal Power Act. 


Respectfully submitted, 

Eric DeBellis 
Attorney & Policy Analyst 
Citizens Utility Board 
312-263-4282 

edebellis(5),citizensutilitvboard.org 


Eric DeBellis 

Attorney & Policy Analyst 

Citizens Utility Board 
312-263-4282 ext. 108 
edebellis@citizensutilitvboard.org 
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UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 

Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) 

FirstEnergy Solutions Corp, ) DOE Docket No,_ 

MOTION OF CITIZENS UTILITY BOARD 
TO INTERVENE 

Citizens Utility Board (“CUB”), by and through its counsel, hereby moves to intervene in 
the above-captioned proceeding and protests the March 29, 2018 Request for Emergency Order 
Pursuant to Federal Power Act Section 202(c) by FirstEnergy Solutions Corp. (“FES”), pursuant 
to Rules 211 and 214 of the Federal Energy Regulatory Commission’s (“Commission”) Rules of 
Practice and Procedure, 18 C.F.R. §§ 385.211 and 385.214. 

I. PROCEDURAL BACKGROUND 

On March 29, 2018, FES issued a letter (“Request”) to the Energy Secretary James 
Richard Perry requesting that the Secretary invoke emergency authority under Federal Power Act 
Section 202(c) to find that an emergency condition exists in the PJM Interconnection (“PJM”) 
territory that requires immediate intervention. In its request, FES seeks for the Secretary to order 
“certain existing nuclear and coal-fired generators” to contract with PJM for energy, capacity, 
and ancillary services to “maintain the stability of the electric grid.” Further, FES requests that 
the Secretary order PJM to “promptly compensate at-risk merchant nuclear and coal-fired power 
plants for the full benefits they provide.” FES has served the Request on numerous affected 
parties. 

II, MOTION TO INTERVENE 

CUB is a non-profit organization representing the interests of Illinois utilities ratepayers. 
The State of Illinois created CUB by statute in 1983, the purpose of the Act being “to promote 
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the health, welfare and prosperity of all the citizens of this State by ensuring effective and 
democratic representation of utility consumers before the Illinois Commerce Commission, the 
Federal Energy Regulatory Commission, the Federal Communications Commission, the courts, 
and other public bodies and by providing for consumer education on utility service prices and on 
benefits and methods of energy conservation.” 220 ILCS 10/2. If the Request is granted, 
payments made pursuant to the Emergency Order may be recovered from consumers throughout 
the PJM region, which includes the Commonwealth Edison (“ComEd”) territory in Illinois. CUB 
opposes the Request and reserves the right to supplement this preliminary pleading to explain, in 
detail, why the Request would result in unjust and therefore should be rejected. 

CUB moves to intervene under Rule 214 of the Eederal Energy Regulatory Commission’s 
(“Commission”) Rules of Practice and Procedure. As Rule 214(b)(2) requires, CUB has a 
significant and direct interest in this proceeding’s outcome. Eurther, CUB’s role as an advocate 
for Illinois ratepayers makes CUB’s participation in the public interest. See 220 ILCS 10/2 
(declaring that the purposes of the Act creating CUB “shall be deemed a statewide interest and 
not a private or special concern”). 


III. SERVICE OF DOCUMENTS 


CUB designates the following persons to receive service and communications on its 
behalf with regard to this proceeding; 


Kristin Munsch 

Deputy Director 

Citizens Utility Board 

309 W. Washington St., Suite 800 

Chicago, IE 60606 

(312) 263-4282 

kmunsch@citizensutiltivboard.org 


Eric DeBellis 

Attorney & Policy Analyst 

Citizens Utility Board 

309 W. Washington St., Suite 800 

Chicago, IE 60606 

(312) 263-4282 

edebellis@citizensutilitvboard.org 
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IV. STATEMENT OF OPPOSITION 


Rule 214(b)(1) requires the movant to state its preliminary position. CUB opposes 
granting the relief FES seeks. The available evidence, not cited in this Request, demonstrates that 
no emergency condition exists and the requested relief is unnecessary. 

CUB respectfully urges the Department to give all interested parties sufficient time to 
present their responses to the Request before the Department rules on the Request. Accordingly, 
CUB supports the Electric Power Supply Associations’ request, fded Eriday, March 30, 2018, 
seeking a 60-day comment period. 


V. CONCLUSION 


Eor the foregoing reasons, CUB respectfully requests that the Department grant CUB’s 
motion to intervene in this proceeding and, if the Department does not reject the EES Request 
outright, provide all interested parties 60 days to file comments on the Request. 


Respectfully submitted. 


By /s/ Eric DeBellis 


Kristin Munsch 

Deputy Director 

Citizens Utility Board 

309 W. Washington St., Suite 800 

Chicago, IE 60606 

(312) 263-4282 

kmunsch@citizensutiltivboard.org 


Eric DeBellis 

Attorney & Policy Analyst 

Citizens Utility Board 

309 W. Washington St., Suite 800 

Chicago, IE 60606 

(312) 263-4282 

edebellis@citizensutilitvboard.org 


Dated; April 3, 2018 


3 







CERTIFICATE OF SERVICE 


I hereby eertify that I have this 3rd day of April, 2018, served via first-class mail, 
electronic transmission, or hand delivery the foregoing upon each person designated on the 
official service list compiled by the Secretary in this proceeding. 


/s/ Eric DeBellis 


Eric DeBellis 

Attorney & Policy Analyst 

Citizens Utility Board 

309 W. Washington St., Suite 800 

Chicago, IL 60606 

(312) 263-4282 

edebellis@citizensutilitvboard.org 
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Document 27 

Kemper, Kyle (CONTR) 


From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Trent Dougherty <tdougherty@theoec.org> 

Tuesday, April 03, 2018 2:12 PM 

Secretary Perry;Walker, Bruce;Jereza, Catherine 

Irish Demeter;Miranda Leppla 

Comments opposing First Energy Solutions' 202(c) Application 
Letter RE FES Application under Section 202(c).pdf 


Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 


On behalf of the Ohio Environmental Council and its thousands of individual members throughout the state of Ohio, 
please find the attached objection to First Energy Solutions Corp.’s March 29, 2018 request for an emergency order under 
Section 202(c) of the Federal Power Act. 

Trent Dougherty | General Counsel 

Ohio Environmental Council 

1145 Chesapeake Avenue, Suite I, Columbus, 43212 
(614) 487-7506 main office 
(614) 487-5823 direct 
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SUBMITTED ELECTRONICALLY VIA E-MAIL 


April 3, 2018 

Hon. Rick Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington D.C. 20585 
The. Secretary @hq. doe. go v 

Bruce Walker 

Assistant Secretary, Office of Elec. Delivery & Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, D.C. 20585 
Bruce.Walker@hq.doe.gov 

Catherine Jereza 

Deputy Assistant Secretary, Office of Elec. Delivery & Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington D.C. 20585 
Catherine.Jereza@hq.doe.gov 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

On behalf of the Ohio Environmental Council (“OEC”) and its thousands of individual members 
throughout the state of Ohio, I write today to object to FirstEnergy Solutions Corp.’s request for an 
emergency order under Section 202(c) of the Federal Power Act. On March 29, 2018, FirstEnergy 
Solutions Corp. (“FES”) formally requested from the Department of Energy (“Department”) an 
emergency order asking that all merchant coal and nuclear generating units in the PJM Interconnection 
(“PJM”) footprint with at least 25 days of onsite fuel be provided nonmarket, cost-of-service rates and 
guaranteed profits for at least four years.' This request is just one in a number of attempts by FES, its 
parent First Energy Corp., and affiliate distribution companies (collectively “FirstEnergy”) to request 
drastic increases in consumer-funded subsidies for its otherwise unprofitable and unsustainable fossil fuel 
generation resources—and should be denied by the Department. 

* Letter from FirstEnergy Solutions Corporation to the Honorable James Richard Perry (Mar. 29, 2018) (hereinafter 
“application”). 
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Interest and Standing 


Throughout its 49-year history, OEC has been the state of Ohio’s leading advocate for fresh air, clean 
water, and sustainable energy use in the state, and its members will be injured if this request is granted. 
Many of the OEC’s members live and work in the shadows of, and experience the pollution from, the 
coal-fired and nuclear power plants FES is hoping to subsidize under this proposal. Even more of OEC’s 
members will be forced to pay for this proposal’s bailout of the FES fossil fuel fleet. If this order is 
approved, the OEC and its members throughout Ohio would be injured not only from the continuing 
environmental and human health degradation from these plants, but also the escalated costs reflected on 
their energy bills. 

The OEC concurs with the arguments made by our national colleagues at Environmental Defense Fund 
(“EDF”), Natural Resources Defense Council (“NRDC”), Environmental Eaw and Policy Center 
(“ELPC”) and Sierra Club, and others that the FES application would impose enormous cost upon 
American homeowners and businesses without benefit; and undermine the competitive marketplace.^ To 
both support and supplement those comments in opposition, the OEC provides the following perspective 
and urges the Department of Energy to deny the FirstEnergy application requesting an emergency 
designation for its uneconomic power plants. 

FirstEnergy’s 202(c) application is the latest in a series of requests for a bailout. 

The OEC has seen proposals such as this from FirstEnergy before, and disagrees with its suggestion that 
this request is an emergency of any sort. The Department is just the next venue in whichFirst Energy 
Corp. family of companies are hoping secure additional revenue sources for its less-than-profitable 
generation resources. The OEC first opposed a version of FES’s bailout proposal in 2014 when 
FirstEnergy proposed a power purchase agreement (“PPA”) before the Public Utilities Co mm ission of 
Ohio (“PUCO”). Under the proposed PPA, FES would transfer to the FirstEnergy Distribution Companies 
the right to sell all output, including energy, capacity, ancillaries, and environmental attributes from the 
FES share of the Ohio Valley Electric Corporation (“OVEC”) which includes two sixty-year old, coal- 
fired power plants (Kyger Creek in Cheshire, Ohio and Clifty Creek in Madison, Indiana), the fifty-two 
year old Sammis coal-fired plant, and the Davis-Bessie nuclear plant. The PPA would have been secured 
or guaranteed by payments made by FirstEnergy customers under a new fee which they called the “Retail 
Rate Stabilization Rider” or Rider RRS.^ 

While the PUCO approved this PPA on March 31, 2016, this original approval was short lived, for on 
April 31, 2016, the Federal Energy Regulatory Commission (“FERC”) issued an Order granting a 
complaint against FirstEnergy filed by a number of energy organizations and companies."^ Specifically, 
FERC granted the Complainant’s request “that the Commission rescind the waiver of its affiliate power 
sales restrictions that it previously granted to FirstEnergy Corporation’s market-regulated power sales 

^ See Joint Comments of EDF and NRDC submitted on March 30, 2018; See also Comments of the Sierra Club 
Submitted March 30, 2018 

^ In The Matter of the Application of Ohio Edison Company, The Cleveland Electric Illuminating Company and The 
Toledo Edison Company for Authority to Provide for a Standard Service Offer Pursuant to R.C. 4928.143 in the 
Form of and Electric Security Plan, PUCO Case No 14-1297-EL-SSO. 

^ Order Granting Complaint, 155 FERC Tf 61,101, (April 27, 2016). 
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affiliates.”^ Shortly after FERC’s order, FirstEnergy came back to the PEICO, this time asking not for a 
PPA, but credit support to ensure the Companies are not downgraded from investment grade, and to 
circumvent the FERC’s decision. 

PUCO approved FirstEnergy’s credit support rider which therein forced customers in FirstEnergy’s 
territory to collectively pay up to $204 million more per year on their electric bills, for up to five years. 
Over $132 million of this is direct payment through a rider on customers’ bills to bolster the Company’s 
credit rating, and the rest would go to cover the Company’s taxes. Fundamentally, the impetus for this 
case is the fact that FirstEnergy made a series of disfavorable business decisions, refused to innovate, and 
doubled down on aging fossil fuel resources at a time when other utilities were transitioning to cleaner, 
more efficient resources. Presently, the OEC and its partners have appealed the PUCO decision to 
approve the FirstEnergy credit support mechanism to the Supreme Court of Ohio.*’ 

Contemporaneously with the PUCO proceedings, FirstEnergy approached the General Assembly to create 
a Zero Emission Nuclear (ZEN) program for the state of Ohio, patterned after similar programs in Illinois 
and New York. The ZEN mechanism, if approved, would allow FirstEnergy to collect approximately 
$300 million each year for approximately 16 years, meaning a ratepayer impact of approximately $4.8 
billion over the term of the program anticipated that this program would result in a 5% increase for the 
average family, and a 5-9% percent increase for business customers. Flowever, the legislation has 
garnered little to no political appetite to saddle customers with a $4 billion nuclear rate hike, and has 
stalled in the Ohio legislature. 

FES’s attempt to use Section 202(c) is unlawful 

With FirstEnergy running into stumbling blocks with state decision makers, it has turned its eyes to the 
US Department of Energy and FERC in the present application, seeking compensation for “operating 
expenses, costs of capital and debt, and a fair return on equity and investment” on these uneconomic 
plants. To obtain this relief, FES is requesting an emergency order. Yet, FES’s application is asking the 
Department of Energy to disregard federal statute and case law to give it millions of dollars to bail out its 
failing fossil fuel fleet. 

Section 202(c) limits relief to “emergencies” that exist during continuances of war or times of “sudden” 
increases in the demand of electricity.’ Further, the emergencies envisioned by Section 202(c) are 
expressly meant to address “temporary” conditions with short-term results. 

FES’s “emergency” surrounds nuclear facility closures scheduled to retire 2-3 years from now and coal 
facilities that may retire based on announcements. Thus on its face, the request is not at all temporary or 
short-term, but looks to implement long-term policy on issues that may emerge years in the future. FES 
raises the issue of preserving “resiliency” during the “Bomb Cyclone” and other winter weather with its 

^ Id. at 2. 

^ In the Matter of the Application of Ohio Edison Company, The Cleveland Electric Illuminating, and The Toledo 
Edison Company for Authority to Provide for a Standard Service Offer Pursuant to R.C. 4928.143 in the form of an 
Electric Security Plan, Ohio Supreme Court Case No. 2017-1664, available at 
https://www.supremecourt.ohio. sov/clerk/ecms/#/caseinfo/2017/1664. 

’ 16U.S.C. 824a (c)(1). 


3 




evocation of the NETL Report in its application. However, PJM seemingly rebuffs the idea that its 
system’s performance during extreme winter weather events poses a looming resiliency crisis.* * *** In fact, 
PJM, in a statement and letter to U.S. DOE Secretary Perry, stated that there “is no immediate 
emergency” and attributed the situation that FES finds itself in, not as based on a reliability or resilience 
crisis, but “fundamentally a corporate issue.” Furthermore, the PUCO contradicted FirstEnergy’s stance 
that this is an emergency crisis and FES’s recent bankruptcy filing by issuing a statement that “[tjhere is 
no reason for customers of [FirstEnergy Solutions] - or anyone else in Ohio - to be concerned about 
whether or not they will have electricity. They will.”^ 

Case law interpreting Section 202(c) supports denial of FirstEnergy’s request. Richmond Power & Light 
V. FERC, a case began in response to the 1973 oil embargo, where the FERC chose not to invoke its 
emergency authority despite concerns of “dire oil shortfalls.”’*’ While the Court’s decision in Richmond 
Power & Light v. FERC was more than 40 years ago, its reasoning is apt for addressing FES’s current 
request. There, the court ruled that Section 202(c) “speaks of ‘temporary’ emergencies, epitomized by 
wartime disturbances, and is aimed at situations in which demand for electricity exceeds supply and not at 
those in which supply is adequate but a means of fueling its production is in disfavor.”” Here, a 
decreased desire for fossil fuels and a decreased demand now make inefficient and old coal and nuclear 
generation uneconomic in PJM’s competitive markets and PJM and FERC repeatedly have confirmed that 
there is not a reliability crisis. 

As the OEC expressed in the aforementioned PUCO proceedings, FirstEnergy had access to a state law 
mechanism and opportunity to request emergency rate structure. FirstEnergy chose not to seek that 
opportunity, presumably since facts could not support that FirstEnergy’s situation was a true emergency. 
Furthermore, FirstEnergy’s profit guarantee request substantially mirrors the Grid Resiliency Pricing 
proposal that FERC unanimously rejected less than three months ago, finding there was no urgent threat 
to the grid’s reliability.’* Similar to that proposal, FirstEnergy’s current rendition of its bailout request 
asks that coal and nuclear plants in PJM be provided a non-market cost-of-service plus profit rate. Instead 
of seizing the opportunity to request a rehearing of FERC’s rejection of the Grid Resiliency Pricing, 
where the evidence was not on their side, FES chose the current emergency filing. The Department should 
be skeptical that the FES application meets a reasonable definition of emergency. 

Conclusion 

FES seeks to impose enormous cost upon consumers, and seeks to undermine the competitive markets. 
Any “emergency” that FES has is merely a hardship to its bottom line, and not to the reliability of the 


* PJM Interconnection, PJM Cold Snap Performance Dec. 28, 2017 to Jan. 7, 2018 (Feb. 26, 2018), available at 
http://www.pjm.eom/-/media/library/reports-notices/weatherrelated/20180226-january-2018-cold-weather-event- 
report, ashx. 

^ Statement of PUCO Chairman Haque on FES bankruptcy (April 1, 2018), available at 
https://www.puco.ohio.gov/media-room/media-releases/puco-chairman-haque-statement-on-fes-bankruptcy/. 

*** Richmond Power & Light v. FERC, 574 F.2d 610 (D.C. Cir. 1977). 

”M at 613. 

Ohio Rev. Code 4928.142(D)(4) states, in part: “the commission may adjust the electric distribution utility's most 
recent standard service offer price by such just and reasonable amount that the commission determines necessary to 
address any emergency that threatens the utility's financial integrity.. 

” Reliability and Resilience Pricing, Order Terminating Rulemaking Proceeding, Initiating New Proceeding, and 
Establishing Additional Procedures, 162 FERC Tf 61,012 (Jan. 8, 2018). 
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regional electric grid. Thus, any resolution of the Company’s financial situation should be left to FES’s 
own devices, and not the pocketbooks of everyday Ohioans. For the reasons outlined above, the OEC 
asks the Department of Energy to deny the FirstEnergy profit guarantee request. 

/s/ Trent A. Dougherty 

Trent Dougherty 

General Counsel 

Ohio Environmental Council 

1145 Chesapeake Avenue, Suite 1 

Columbus, OH 43212 

TDougherty@theOEC.org 
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From: 

Sent 

To: 

Cc 

Subject 

AtUchments; 


DeLosd^ ioseph (DOS) <ic»eph.Delx>$a$state.dc.us> 
lucMJay. April 03. 20184:37 PM 

Secretary Penyjereza CatherineiWalkef. Bfuce;fHirtgs^ OHA 

giannanr^rKsteiiorgycorpcom.wscherman@gibsondunn.com;)iTiansh@gibsondunn.co 
tn;ccmith€>gibsondunacom;Harti 9 an. Mattliew (DOS) 

Delavwe PSC Motion to Intervene 
Df PSC Motion to Intervene pdl 


Good Afternoon. 

Please find the Motion of the Ddaware Public Service Coiniiussion to intervene in the nidtler rr^rdiiig the 
March 29.2018 Request for Emergency Order of FirstEnergy Solutions Corp. 


This e-mail is deemed as service of the attached Motion. 


Regank. 

foe Deljos. 1 ) Delaware Public Service Commission | Public Utility Analj-st | loscph.DcLosa(g>stiile.de.us f (^ 2 ) 
7367519 
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UNITED STATES OE AMERICA 
BEEORE THE 

DEPARTMENT OE ENERGY 


Request for Emergency Order Pursuant ) 

to Eederal Power Act Section 202(c) of ) DOE Docket No._ 

EirstEnergy Solutions Corp. ) 

MOTION TO INTERVENE OE THE DELAWARE PUBLIC SERVICE COMMISSION 

The Delaware Public Service Commission (“Delaware PSC”) hereby moves to intervene 
in the above-captioned proceeding and protests the March 29 , 2018 Request for Emergency 
Order Pursuant to Federal Power Act Section 202 (c) by FirstEnergy Solutions Corp. (“FES”), 
pursuant to Rules 211 and 214 of the Federal Energy Regulatory Commission’s (“Commission”) 
Rules of Practice and Procedure, 18 C.F.R. §§ 385.211 and 385 . 214 . 

L PROCEDURAL BACKGROUND 

On March 29 , 2018 , FES issued a letter (“FES Request”) to the Honorable James 
Richard Perry, Secretary of the Department of Energy (“Department”), requesting that the 
Secretary use emergency authority under Section 202 (c) of the Federal Power Act to find that 
an emergency condition exists in the PJM Interconnection, L.L.C. (“PJM”) territory requiring 
immediate intervention. FES requests two forms of relief: that the Secretary (a) order “certain 
existing nuclear and coal-fired generators ... to enter into contracts” with PJM to generate 
and transmit energy, capacity, and ancillary services to “maintain the stability of the electric 
grid” and (b) order PJM to “promptly compensate at-risk merchant nuclear and coal-fired 
power plants for the full benefits they provide” to energy markets and the public. The FES 




Request was served on over loo owners of generation, transmission, or distribution assets, 
state public utility commissions, including the Delaware PSC, and others. 


IL MOTION TO INTERVENE 

The Delaware PSC is an agency of the State of Delaware responsible for ensuring safe, 
reliable, and reasonably priced utility services for Delaware consumers.^ The Delaware PSC is 
a State Commission as defined in Section i.ioi(k) of the Commission’s Rules of General 
Applicability, i 8 C.F.R. §i.ioi(k). 

If PE’s requested relief is granted, cost responsibility for payments made pursuant to 
the Emergency Order will be recovered from consumers throughout the PJM region, 
including Delaware residents. The Delaware PSC strongly objects to the EES Request and 
reserves the right to supplement this preliminary pleading to explain, in detail, why the EES 
Request is unsupported, unlawful, and should be rejected. 

The Delaware PSC moves for intervention under Rule 214 of the Commission’s Rules of 
Practice and Procedure.^ In conformity with Rule 214 (b)( 2 ), the Delaware PSC has a 
significant and direct interest in the outcome of this proceeding as every electricity customer 
in this State will be immediately and severely affected. The Delaware PSC’s participation in 
this proceeding is in the public interest. 


’ See 26 Del C. §§ 202 (a), 303 (a). 

^ The Commission’s Rules of Practice and Procedure should be used for procedural guidance in Emergency 
Order proceedings. See Motion of PJM Industrial Customer Coalition to Intervene, filed in this proceeding 
on April 2 , 2018 at n. 1 . 



III. SERVICE OF DOCUMENTS 


The following persons are designated by the Delaware PSC to receive service and 

communications on its behalf with regard to this proceeding: 

Matthew Hartigan 
Acting Executive Director 
Delaware Public Service Commission 
86 i Silver Lake Boulevard 
Dover, Delaware 19904 
( 302 ) 736-7500 

Matthew.Hartigan@state.de.us 

PSC FERC@state.de.us 


Joe DeLosa 

Public Utility Analyst 

Delaware Public Service Commission 

861 Silver Lake Boulevard 

Dover, Delaware 19904 

( 302 ) 736-7519 

ioseph.delosa@state.de.us 


IV. STATEMENT OF OPPOSITION 

Rule 214 (b)( 1 ) requires the movant to state its preliminary position. The Delaware PSC 
opposes the departure from competitive markets sought by FES. The FES Request failed to 
make the requisite showing of an emergency under the definition of Section 202 (c) of the 
Federal Power Act and instead misinterpreted available data to support its “general 
dissatisfaction with the PJM markets or its competitive position therein.”^ In a similar 
proceeding, responding to nearly identical arguments,'^ the Commission utilized its relevant 
industry expertise and determined that, “[wjhile some commenters allege grid resilience or 
reliability issues [exist] due to potential retirements of particular resources, we find that these 


1 PJM letter to The Honorable James Richard Perry, filed in this proceeding on March 30 , 2018 , at n. 1 . 

1 See Comments of FES et al. in support of the Grid Reliability and Resilience Pricing Notice of Proposed 
Rulemaking. Commission Docket No. RM 18 - 1 . Oct. 23 , 2017 . 







assertions do not demonstrate the unjustness or unreasonableness of the existing RTO/ISO 
tariffs. In addition, the extensive comments submitted by the RTOs/ISOs do not point to any 
past or planned generator retirements that may be a threat to grid resilience.”^ The 
Commission also established additional proceedings to ensure that all facets of grid reliability 
and resilience were thoroughly vetted in an orderly and transparent fashion. 

Delaware PSC respectfully urges the Department to give all interested parties 
sufficient time to present their responses to the FES Request before issuing a determination. 
Accordingly, the Delaware PSC supports the request that was filed in this proceeding on 
March 30 , 2018 , by the Electric Power Supply Association and other organizations seeking a 
60 -day comment period. 

V. CONCLUSION 

Eor the reasons set forth above, the Delaware PSC respectfully requests that the 
Department grant its motion to intervene in this proceeding, further, the Delaware PSC asks 
that the Department reject the EES Request, or, in the alternative, provide all interested 
parties with 60 days to file comments. 


April 3 , 2018 Respectfully submitted, 

/s/ Matthew Hartigan 

Matthew Hartigan 
Acting Executive Director 
Delaware Public Service Commission 
861 Silver Lake Boulevard 
Dover, Delaware 19904 
( 302 ) 736-7500 

Matthew Hartigan@state.de.us 


^ 162 FERC ■[ 61,012 ( 2018 ) at P 15 . (internal citations omitted). 



CERTIFICATE OF SERVICE 


I hereby certify that I have this day served the foregoing document upon each person 
designated on the official service list compiled by the Secretary in this proceeding. 


Dated at Dover, D.E. this 3 rd day of April, 2018 . 


/s/ loseph DeLosa III 

Joseph DeLosa III 

Delaware Public Service Commission 



Documrot 29 


KemgwJJ^JeJCONTO) 


From: 

Sent 

To: 

Cc: 

Subject: 

Attachments; 


KiMinRothcy <kioUiey^afnppartnefv.or9> 
lucMldv. April 03, 20184:39 PM 
Secretary Perry.Walker, BroceJere^a Catherif»e 
Lisa McAlister 

Motiort of American Municipal Power Inc to Intervene: ftS Request OOf f mergency 
Order 

AMP Motion to Intervene in FES DOC CmerqerKy Oider.pdl 


Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza 

Attached u the motion to intervene of American Municipal Power lr>c. in the proceeding regarding FirstEnergy Solutions 
Corp.'s Request for Emergency Action Under Section 202(c) of the Federal Power Act. Please let me know if you have 
questions or difficultias opening the attachment. Thank you. 

Best, 

Kristin V. Rothey 

Assistant Deputy General Counsel, FERC/RTO Affairs 
American Muniapal Power 
kfothevgamppartners.org 

(o) (614) 540-0852 

(c) (b)(6) 

(f) (614) S40-6397 
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via Electronic MaH 



Apnl 3. 2018 


The Honorable James Richard Perry 

Secretary of Energy 

U.S. Department of Energy 

1000 IndeperrderKe Ave.. S.W. Washtrtgton, DC 20585 
the secretary@hq.doe.gov 

Mr. Bruce Walker 

Assistant Secretary. DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 

1000 Independertce Ave.. S.W. Washington, DC 20585 
bruce waR(er@hq.doe.gov 

Ms. Catherine Jereza 

Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 

U.S. Department of Energy 

1000 Irrdependence Ave . S.W, Washington. DC 20565 
cathenne.jereza@hq.doe.gov 


RE: Motion of American Municipal Power irK. to Intervene 


Dear Seaetary Perry. Assistant Secretary Walker, and Deputy Assistant Secretary Jereza. 


Attached is American Municipal Power, Inc.’s {“AMP*) Motion to Intervene arxl Statement 


of Opposition n the proceeding concerning FirstEnergy Solutions Corp ‘s <*FES*) Request For 


Emergency Action Under Section 202(c) of the Federal Power Act AMP is a nonprofit Ohio 


corporation that provides electnc power and services to municipal members with electric utdity 


systems across a nme state footprint, Including: Ohio, West Virginia. Pennsylvania, Michigan 


Virginia. Kentucky. Indiana. Maryland and Delaware. AMP strongly opposes the FES Request for 
emergency action If the Request is not denied outright all interested parties should be given 60 
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days to file comments, as requested by the Electric Power Supply Association and other 
interested parties on Friday, March 30, 2018. 


_ /s/ Lisa G. McAlister _ 

American Municipal Power, Inc. 

Lisa G. McAlister 

SVP & General Counsel for Regulatory Affairs 
Kristin Rothey 

Assistant Deputy General Counsel 

1111 Schrock Road, Suite 100 

Columbus, Ohio 43229 

Telephone: 614-540-6400 

Fax:614-540-6397 

Email: lmcalister@amppartners.orq 

krothev@.amppartners.org 
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UNITED STATES OF AMERICA 
BEFORE THE DEPARTMENT OF ENERGY 

) 

Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) 

FirstEnergy Solutions Corp. ) DOE Docket No. 

) 

MOTION OF AMERICAN MUNICIPAL POWER, INC. TO INTERVENE 

American Municipal Power, Inc. (“AMP”) by and through its counsel, hereby moves to 
intervene in the above-captioned proceeding and protests the March 29, 2018 Request for 
Emergency Order Pursuant to Federal Power Act Section 202(c) by FirstEnergy Solutions Corp. 
(“FES”), pursuant to Rules 211 and 214 of the Federal Energy Regulatory Commission’s 
(“Commission”) Rules of Practice and Procedure, 18 C.F.R. §§ 385.211 and 385.214. 

I. PROCEDURAL BACKGROUND 

On March 29, 2018, FES sent a “Request for Emergency Order Pursuant to Federal 
Power Act Section 202(c) (“Request”) to the Honorable James Richard Perry, Secretary of 
Energy, requesting that the Secretary use emergency authority under Section 202(c) of the 
Federal Power Act to find that an emergency condition exists in the PJM Interconnection, L.L.C. 
(“PJM”) territory requiring immediate intervention and extraordinary relief. FES requested that the 
Secretary issue an order directing (1) “certain existing nuclear and coal-fired generators ... to 
enter into contracts” with PJM to generate and transmit energy, capacity, and ancillary services 
to “maintain the stability of the electric grid” and (2) PJM to “promptly compensate at-risk merchant 
nuclear and coal-fired power plants for the full benefits they provide” to energy markets and the 
public. FES requested that the Secretary “immediately issue the emergency order described 
above.” Request at 33. 

II. MOTION TO INTERVENE 

AMP is a nonprofit Ohio corporation organized in 1971 with members in nine states: Ohio, 
West Virginia, Pennsylvania, Michigan, Virginia, Kentucky, Indiana, Maryland and Delaware. The 
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members of AMP are political subdivisions of their respective domicile states that own and 
operate municipal electric utility systems, and the Delaware Municipal Electric Corporation, a 
political subdivision and joint action agency of the State of Delaware that itself has nine municipal 
members. AMP’s primary purpose is to assist its member communities in meeting their electric 
and energy needs. This purpose is served in a number of ways, including ownership of electric 
generation, scheduling and dispatch of member-owned generation, power supply, transmission 
arrangements, and energy efficiency and demand response measures that AMP makes with third 
parties at the request of and on behalf of its members. AMP serves as a full or partial 
requirements supplier for most of its 135 members. 

If FES’s requested relief is granted, cost responsibility for payments made pursuant to 
the Emergency Order must ultimately be recovered from customers. Although FES did not 
address how much those costs will amount to, how such costs should be recovered or from 
whom, the amounts have been estimated to be staggering, increasing costs to consumers, 
including AMP members and their customers, by $8.1 billion annually, which is a roughly 19% 
increase in total costs.'' As such, and consistent with Rule 214(b)(2), AMP has a significant and 
direct interest in the outcome of this proceeding. Additionally, as an organization representing 
many load serving entities in the PJM region, AMP’s participation is in the public interest. 
Accordingly, AMP moves for intervention under Rule 214 of the Federal Energy Regulatory 
Commission’s (“Commission”) Rules of Practice and Procedure.^ AMP strongly opposes the 


^ See, “The Department of Energy’s Grid Resilience Pricing Proposal: A Cost Analysis” at 4, available at: 
http://enerqvinnovation.orq/wp-content/uploads/2Q17/12/2Q171025 Resilience-NOPR-Cost-Research- 

Note-UPDATED.pdf . 

2 Federal Power Act Section 202(c) and the Department indicate that the Federal Power Act and the 
Commission’s Rules of Practice and Procedure should be used for procedural guidance in Emergency 
Order proceedings. Guidance published on the Department’s website points to the Commission’s Rules 
where DOE regulations at 10 C.F.R. § 205.370, et. seq., are silent. See, e.g., DOE Answer to Procedural 
Questions Concerning Rehearing of DOE Order, District of Columbia Public Service Commission, Docket 
No. EO-05-01 (December 30, 2005) at 2. Additionally, the Department has taken the position that the 
procedure for judicial review of emergency orders under Section 202(c) of the Federal Power Act must be 
secured through Section 313 of that Act, 16 U.S.C. § 8251. See, e.g.. Order No. 202-05-3, District of 
Columbia Public Service Commission, Docket No. EO-05-01 (December 20, 2005) at 11-12. The plain 
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Request and reserves the right to supplement this preliminary pleading to explain, in detail, why 
the Request is unjustified and unlawful, and should not be granted. 

III. SERVICE OF DOCUMENTS 


The following persons are designated by AMP to receive service and communications on 
its behalf with regard to this proceeding: 

Lisa G. McAlister, Senior Vice President and General Counsel for Regulatory Affairs* 

Kristin V. Rothey, Asst. Deputy General Counsel* 

Chris Norton, Director of Market Regulatory Affairs* 

American Municipal Power, Inc. 

1111 Schrock Road, Suite 100 
Columbus, OH 43229 
Telephone: (614)540-1111 
Fax: (614)540-1080 
E-mail: lmcalister@amppartners.orq 
krothev@amppartners.orq 

cnorton@amppartners.orq 
* Electronic service requested 


IV. STATEMENT OF OPPOSITION 

Rule 214(b)(1) requires the movant to state its preliminary position. AMP opposes the 
relief sought by FES. Overwhelming evidence, not cited in the Request, demonstrates that no 
need exists for the requested relief and certainly no emergency exists that would justify application 
of Section 202(c) of the Federal Power Act. In fact, FES itself states that there were “numerous 
signs for many years that the emergency was coming.” Request at 1. AMP respectfully requests 
that the Department reject the Request outright. In the alternative, AMP respectfully urges the 
Department to give all interested parties sufficient time to present their responses to the FES 
Request before ruling on the Request.^ To that end, AMP supports the request that was filed 


language of Section 202(c)(5) of the Federal Power Act, enacted in 2016, reinforces this principle. Where, 
as here, a proceeding exists under Chapter 12 of the Federal Power Act, the Commission’s Rules of 
Practice and Procedure apply. See 16 U.S. Code § 825g(b) (FPA§ 308) (“All hearings, investigations, and 
proceedings under this chapter shall be governed by rules of practice and procedure to be adopted by the 
Commission.”) 

3 AMP would not oppose an outright rejection of the Request, without a notice and comment period. 
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Friday, March 30, 2018, by the Electric Power Supply Association and other organizations 
requesting a 60-day comment period. 

V. CONCLUSION 


For the reasons set forth above, AMP respectfully requests that the Department grant 
AMP’s motion to intervene in this proceeding and, if the Department does not reject the FES 
Request outright, provide all interested parties with 60 days to file comments on the Request. 

Respectfully submitted, 

/s/ Lisa G. McAlister _ 

American Municipal Power, Inc. 

Lisa G. McAlister, Senior Vice President and General 
Counsel for Regulatory Affairs 
Kristin V. Rothey, Asst. Deputy General Counsel 
1111 Schrock Road, Suite 100 
Columbus, Ohio 43229 
Telephone: 614-540-6400 
Email: lmcalister(a)amppartners.orq 
krothev@amppartners.orq 


Dated: April 3,2018 
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CERTIFICATE OF SERVICE 


I hereby certify that I have this day served, via electronic transmission the foregoing upon 
each person designated on the official service list compiled by the Secretary in this proceeding. 
Dated at Columbus, Ohio this 3rd day of April, 2018. 


Is/ Lisa G. McAlister 

Lisa G. McAlister 

Senior Vice President and General Counsel for 

Regulatory Affairs 

American Municipal Power, Inc. 

1111 Schrock Road, Suite 100 
Columbus, Ohio 43229 
(614)540-1111 
lmcalister(a)amppartners.org 

krothev@amppartners.orq 


4818 - 8213 - 4624 , v. 4 
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Document 30 

Kemper, Kyle (CONTR) 


From: 

Sent: 

To: 

Cc: 

Subject: 


Scherman, William S. <WScherman@gibsondunn.com> 

Tuesday, April 03, 2018 6:09 PM 

(b) (6) ;DeLosa, Joseph (DOS) 

Secretary Perry;Jereza, Catherine;Walker, Bruce;Filings, OHA;Giannantonio, Rick 
C.;Mansh, Jennifer C.;Smith, Christopher;Hartigan, Matthew (DOS) 

Re: Delaware PSC Motion to Intervene 


Don't think you all meant to hit reply all. 

From: (b) (6) 

Sent: April 3, 2018 6:07 PM 
To: J oseph.DeLosa(g)state.de.us 

Cc: the.secretary(a)hq.doe.gov; catherine.jereza(a)hq.doe.gov; bruce.walker(g)hq.doe.gov; OHA.filingsiahq.doe.gov; 
giannanr(g)firstenergycorp.com; WScherman(a)gibsondunn.com; J Mansh(g)gibsondunn.com; CSmith(g)gibsondunn.com; 
Matthew. Hartigan(3)state.de. us 
Subject: Re: Delaware PSC Motion to Intervene 

Very good! It looks like our battles will intensify. 

Thanks Joe! 

Dallas 

Sent from my iPhone 

On Apr 3, 2018, at 4:36 PM, DeLosa, Joseph (DOS) < Joseph.DeLosa@state.de.us > wrote: 

Good Afternoon, 

Please find the Motion of the Delaware Public Service Commission to intervene in the matter 
regarding the March 29, 2018 Request for Emergency Order of FirstEnergy Solutions Corp. 


This e-mail is deemed as service of the attached Motion. 


Regards, 

Joe DeLosa | Delaware Public Service Commission | Public Utility Analyst 
loseph.DeLosa@state.de.us | (302) 736-7519 

<DE PSC Motion to Intervene.pdf> 


This message may contain confidential and privileged information. If it has been sent to you in error, please 
reply to advise the sender of the error and then immediately delete this message. 
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Dooiment 32 


KemgerJJ^JeJCONTO) 


From: 

Sent 

To: 


Cc 

Subject; 

Attachments: 


Frederick Hcinle <FI-<einlc@>opc'dc gov> 

Wednesday, April CH, 2018 3:33 PM 

sanjay naj^an^sierradub org;bf idgeLiee^siet radub org;casey roberts^sierractijb.org; 
CRAIG.GLAZER@PiM.COM:wsdwnnan#gibsor>dunncom;9iartnanr@>firstenergycorpco 
m:ji|akubiak^gibsandunn cotn;Jmartsh@gtbsondunacoin;csmith^ihsoflClunnxo<n;rnp 
anhlFi^edf org;dmur)sort^edf ocgrkkennedy^rwdc.org^err^rvdc.ofg.'vincerrtduarw^ 
pjm.comijennifer.tnbulski^pitn.cutiredcarr^irstertergycorpuConcmparkc^Ktstenergyc 
or p.CQtn.T™i«?nry<Pfirster>ergycorp.com:nathaniel.davis.lc»c.gov;diewksbory< 3 >kslaw co 
m;Nancy 69 epsa.org;snovosel@>caipine.convmtchelle ^rant(@>dynegy.com;abe siivemr 
an<^nrg.con|;|baker@uspower9eaccwT);ktmberlyi>ose@kfercgov'rAFord@odec.corn:alex 
moreao@lawnjoag.90v;Ar»drea.rnauch«r@>stale.dc.us:ArxJrewilate«@state.dc.us;bedm 
onds$^psc.dc .90v;Bilir ^FOPC.ST A T E .M 0 .US;L iptnar\ 

Bfian;bvayda@pparq.netcarcilyn mdntosh@law rtjoag g<}v;COomian@duqlk^t.con\Cha 
rl*e.Bayless@NC EMCS-Coniccjohnson@ces • 
ltd.corTVcrK>itonFg>amppartnm.org<!OMESM@korved.com;Huliand. 
CynthM; 0 (a»M 4 hidds#occ.ohk> gov.IXileverdoo^pscck .gov:DeEMa.r>et>otys^piK.stat 
eoKus;detKa.geboly%(5>puco.ohio.90v;devrard@>paoca.org,Diane.huKfftrKemcs.com;dir 
ector@ppanj.rtet:ECapUin@publ«cpowet.org:edebents^iti2emutiittYtx>ard.org:emathes 
on<$pa.90v;FtederKk llernlc.Thomas-Fnot, 

Fe<Kia;ghu@>psc.dc 90 v; 9 re 9 €*opsi.us;Ogderv 

Fienry;|fnb@bettsandhott.cofn;jnKcafftey@>publkpowef.of9jmelia^pa.gov'Jmoofe@nf 
(k.org;Joseph.DcloM^staicxleusJPeopirs€^tiqlight.com:|rohrbach$acespowvr.com; 
jvvilsori@*wilcorMmec com;Kevin,Moore@ocr_ohKxgov;kjones@>ncuc.nel,kmunsch@atue 
nsutflityboard.org:Leonard.Coilms@state.de.us;lnKalistef@>amppartnefs.org;MCoccoi|>o 
deccam:m 4 cs.mitchdt@ma(ytar)d-gov;morris.schreim@mary(and.gov;OBOYlEB@corM 
d coin',poutos€>p)m- 

advocates.org;ran«omciavis@>marYtarKi. 90 v,re 9 inaionig>$tate.de.us;TUth.prk:e@istate.^ 

u^SrarKl, 

Slefanic;Timothy.Obefletton^law.njoag.gov;TWicJks9duqlight.con);WILKIEB(g>corted.a> 
m,'william.t)eMs€>nftarylar>d.gov,Yohannes Manam.'Ylri^coned.comjNawa/^ 
2!ainab.1imfry(ogle@rfifsLofg;iesMe.krawc7yk@rfirst.org:poulos(i>Pfm- 
advocalrs.org;Seaetary Perry.Walkcr, Bnjcr;jereza, CalherirrjFlanagart Pad,Camacho, 
Aida.'Giblin, Moreen 

Sar\dra MattavousFrye;Adricntv* Mouton-Menderson 

Motion to Intervene of the O'strkt of Columbia Offke of the People's Counsel 

OC OPC Motion to Intervcne^jdl 


Attached please find the Motion to Intervene of the District of Columbia Office of the People's Counsel in the Request 
for Emergency Order by FirstEnergy Solutions Corp. with the Department of Energy. 

Thank you. 


J 



UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 

Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) 

FirstEnergy Solutions Corp. ) DOE Docket No. 

MOTION OF DISTRICT OF COLUMBIA 

OFFICE OF THE PEOPLE’S COUSNEL’S 
MOTION TO INTERVENE 

District of Columbia Office of the People’s Counsel (“DC-OPC” or “Office”), by and 
through its counsel, hereby moves to intervene in the above-captioned proceeding and protests the 
March 29, 2018 Request for Emergency Order Pursuant to Federal Power Act Section 202(c) by 
FirstEnergy Solutions Corp. (“FES”), pursuant to Rules 211 and 214 of the Federal Energy 
Regulatory Commission’s (“Commission”) Rules of Practice and Procedure, 18C.F.R. §§ 385.211 
and 385.214. 

I. PROCEDURAL BACKGROUND 

On March 29, 2018, FES issued a letter (“Request”) to the Energy Secretary James 
Richard Perry requesting that the Secretary invoke emergency authority under Federal Power Act 
Section 202(c) to find that an emergency condition exists in the PJM Interconnection (“PJM”) 
territory that requires immediate intervention. In its request, FES seeks for the Secretary to order 
“certain existing nuclear and coal-fired generators” to contract with PJM for energy, capacity, and 
ancillary services to “maintain the stability of the electric grid.” Further, FES requests that the 
Secretary order PJM to “promptly compensate at-risk merchant nuclear and coal-fired power plants 
for the full benefits they provide.” FES has served the Request on numerous affected parties. 
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II. MOTION TO INTERVENE 


EXT-OPC is an independent agency of the District of Columbia government and serves as 
the statutory representative of District of Columbia ratepayers and consumers with respect to 
utility matters. By law, DC-OPC is the advocate for consumers of natural gas, electric and 
telephone services in the District and serves as a party to all utility-related proceedings before the 
District of Columbia Public Service Commission. Additionally, the Office represents the interests 
of District ratepayers before federal regulatory agencies, such as DOE, EPA, FERC and the FCC. 
The Office is also authorized to investigate the operation and valuation of utility companies 
independent of any pending proceeding. 

The Office's mandate is to advocate the provision of quality utility service and equitable 
treatment of rates that are just, reasonable, and nondiscriminatory as well as to assist individual 
consumers in disputes with utility companies about billing or services; and to provide technical 
assistance and consumer education to lay advocates and community groups. In addition, in 
defining its positions while advocating on matters pertaining to the operation of public utility or 
energy companies, the Office considers the public safety, the economy of the District of 
Columbia, the conservation of natural resources, and the preservation of environmental quality. 

If the Request of FES is granted, payments made pursuant to the Emergency Order may be 
recovered from consumers throughout the PJM region, which includes the District of Columbia 
ratepayers. DC-OPC opposes the Request and reserves the right to supplement this preliminary 
pleading to explain, in detail, why the Request would result in unjust treatment and therefore 
should be rejected. 

DC-OPC moves to intervene under Rule 214 of the Federal Energy Regulatory 
Commission’s (“Commission”) Rules of Practice and Procedure. As Rule 214(b)(2) requires, DC- 
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OPC has a signiricani and direci interest in this proceeding's outcome. Further. DC-OPC's role as 
an advocate for D C. ratepayers makes DC OPC’s participation in the public interest 


in. SERVICE OF DOCUMENTS 

tXJ-OPC designates the following persons to receive service and communications on its behalf 
with regard to this proceeding; 


Sandm Maltavous-Frye. Esq. 

People’s Counsel 

Office of the People's Counsel 

1133 15'*' Street NW. Suite 500 

Washington, DC 20005 

(202)727-3071 

>mfrve(<l*opc dc.gov 


Frederick Hcinie, Esq. 

Adrienne Mouton-Henderson.Esq. 
A.ssistant People Counsels 
1133 IS*** Street NW. Suite 500 
Washington. DC 20005 
(202) 727-3071 
fhe i nie (tfop c-dc.gov 
ahciKlcrsoii^' opc-<lc.jjoy 


IV. STATEMENT OF OPPOSITION 

Rule 2t4{b)(l) requires the movant to stale Us preliminary position. DC-OPC opposes 
granting the relief FES seeks. The available evidence, not cited in ihi.s Request, demonstrates that 
no emergency condition exists and the requested relief is unnecessary. 

DC-OPC respectfully urges the Department to give all interested parties sufficient time to 
present their responses to the Request before the Department rules on the Request Accordingly. 
DC-OPC supports the Electric Power Supply Associations' request filed Friday, March 30. 2018 
seeking a 60-day comment period 
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V. CONCLUSION 

Foi the fofegoing reasons. DC-OPC respectfully requests that the Department grant DC 
OPC'k motion to intervene in this proceeding and. if the Depanmcni docs not reject the FES 
Request outrtghi. provide ati interested parties 60 days to file comments on the Request. 



People’s Couasel 
Office of (he People’s Counsel 
1133 15* Street NW, Suite 500 
Washington, DC 20005 


Dated; April 4,2018 


CERTinCATE OF SERVICE 

I hereby certify that I have this 4* day of April 2018. served via rirst*class mail, 
electronic transmission, oi hand delivery the foregoing upon each person designated on the 
official service list compiled by the Secretary in this proceeding. 


Office of the Pcc^ic’s Counsel 
1133 15* Street NW. Suite 500 
Washington, DC 2000S 
(202)727 3071 
ahendeison ^opc-dc gov 
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Document 33 


Yanos, Brian (CONTR) 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Walker, Bruce 

Wednesday, April 04, 2018 5:33 PM 
Lotto, Adrienne 

FW: Motion to Intervene of the District of Columbia Office of the People's Counsel 
DC OPC Motion to Intervene.pdf 


From: Frederick Fleinle < FF[einle@or)c-dc.gov> 

Date: Wednesday, Apr 04, 2018, 3:33 PM 

To: sanjay.narayan@sierraclub.org < saniav.naravan@sierraclub.org >, bridget.lee@sierraclub.org 

< bridget.lee@sierraclub.org >. casey.roberts@sierraclub.org < casev.roberts@sierraclub.org >. CRAIG.GLAZER@PJM.COM 
< CRAIG.GLAZER@PJM.COM >. wscherman@gibsondunn.com < wscherman@gibsondunn.com >. 

giannanr@firstenergycorp.com < giannanr@,firstenergvcorp.com >. jjakubiak@gibsondunn.com <i i akubiak@gibsondunn.com >. 
Jmansh@gibsondunn.com < Jmansh@gibsondunn.com >, csmith@gibsondunn.com < csmith@gibsonduim.com >, 
mpanfil@edf.org < mpanfil@edf.org >. dmunson@edf org < dmunson@,edf.org >. kkennedy@nrdc.org < kkennedv@nrdc.org >. 
jchen@nrdc.org <ichen@,nrdc.org >. vincent.duane@pjm.com < vincent.duane@pim.com >. iennifer.tribulski@pim.com 
<iennifer.tribulski@pim.com >, edean@firstenergycorp.com < edean@firstenergvcorp.com >, mparke@firstenergycorp.com 
< mparke@,firstenergvcorp.com >. mrhenry@firstenergycorp.com < mrhenrv@firstenergvcorp.com >. nathaniel.davis.ferc.gov 
< nathaniel.davis@ferc.gov >. dtewksbury@kslaw.com < dtewksburv@kslaw.com >. NancyB@epsa.org < NancvB@epsa.org >. 
snovosel@calpine.com < snovosel@calpine.com >, michelle.d.grant@dynegy.com < michelle.d.grant@dvnegv.com >, 
abe.silverman@nrg.com < abe.silverman@nrg.com >. lbaker@uspowergen.com < lbaker@uspowergen.com >. 
kimberly.bose@ferc.gov < kimberlv.bose@ferc.gov> . AFord@odec.com < AFord@odec.com >. alex.moreau@law.njoag.gov 
< alex.moreau@law.nioag.gov >, Andrea.maucher@state.de.us < Andrea.maucher@state.de.us >, Andrew.slater@state.de.us 
< Andrew.slater@,state.de.us >. bedmonds@psc.dc.gov < bedmonds@psc.dc.gov >. BillF@OPC.STATE.MD.US 
< BillF@OPC.STATE.MD.US >. Lipman, Brian < blipman@rpa.ni.gov >. bvayda@ppanj.net < bvavda@ppani.net >. 
carolyn.mcintosh@law.njoag.gov < carolvn.mcintosh@,law.nioag.gov >. CDomian@duqlight.com < CDomian@,duqlight.com >. 
Charlie.Bayless@NCEMCS.com < Charlie.Bavless@NCEMCS.com >. cjohnson@ces-ltd.com < ciohnson@ces-ltd.com >. 
cnorton@amppartners.org < cnorton@,amppartners.org >. COMESM@coned.com < COMESM@coned.com >. Flolland, Cynthia 
< Cvnthia.F[olland@bpu.ni.gov >. Daniel.Shields@occ.ohio.gov < Daniel.Shields@occ.ohio.gov >. DCleverdon@psc.dc.gov 
< DCleverdon@psc.dc.gov >, Debra.Gebolys@puc.state.oh.us < Debra.Gebolvs@puc.state.oh.us> , 
debra.gebolys@puco.ohio.gov < debra.gebolvs@puco.ohio.gov >. devrard@paoca.org < devrard@paoca.org >. 
Diane.huis@ncemcs.com < Diane.huis@ncemcs.com >. director@ppanj.net < director@,ppani.net >. ECaplan@pubhcpower.org 
< ECaplan@pubhcpower.org >, edebelhs@citizensutihtyboard.org < edebelhs@citizensutihtvboard.org >, ematheson@pa.gov 
< ematheson@,pa. gov> . Frederick Fleinle < FHeinle@,opc-dc.gov> . Thomas-Friel, Felicia < fthomas@rpa.ni. gov> . 
ghu@psc.dc.gov < ghu@psc.dc.gov> . greg@opsi.us < greg@opsi.us> . Ogden, Flenry < hogden@,rpa.ni.gov >. 
jmb@bettsandholt.com <imb@bettsandholt.com >, jmccaffrey@pubhcpower.org <imccaffrev@pubhcpower.org >, 
jmeha@pa.gov <imeha@na.gov >. jmoore@nrdc.org <imoore@,nrdc.org >. Joseph.DeLosa@state.de.us 
< Josenh.DeLosa@state.de.us >. JPeoples@duqhght.com < JPeonles@duqhght.com >. jrohrbach@acespower.com 
<irohrbach@acesnower.com >. jwilson@wilsonenec.com <iwilson@wilsonenec.com >. Kevin.Moore@occ.ohio.gov 
< Kevin.Moore@occ.ohio.gov> . kjones@ncuc.net < kiones@ncuc.net >. kmunsch@citizensutihtyboard.org 
< kmunsch@,citizensutihtvboard.org >. Leonard.Colhns@state.de.us < Leonard.Colhns@,state.de.us >. 
lmcahster@amppartners.org < lmcahster@,amppartners.org >. MCocco@odec.com < MCocco@odec.com >. 
miles.mitchell@maryland.gov < miles.mitchell@marvland.gov> , morris.schreim@maryland.gov 
< morris.schreim@marvland.gov >. OBOYLEB@coned.com < OBOYLEB@coned.com >. poulos@pjm-advocates.org 
< poulos@,pim-advocates.org >. ransom.davis@maryland.gov < ransom.davis@,marvland.gov >. regina.iorii@state.de.us 
< regina.iorii@state.de.us >, ruth.price@state.de.us < ruth.price@state.de.us >. Brand, Stefanie < sbrand@rpa.ni.gov >, 
Timothy.Oberleiton@law.njoag.gov < Timothv.Oberleiton@law.nioag.gov> . TWicks@duqhght.com < TWicks@duqhght.com >. 
WILKIEB@coned.com < WILKIEB@coned.com >. wilham.fields@maryland.gov < wilham.fields@marvland.gov >. Yohannes 
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Mariam < vmariam@,opc-dc.gov >. YUJ@coned.com < YUJ@,coned.com >. Nawaz, Zainab < Zainab.Nawaz@bpu.ni.gov >. 
tim.fryfogle@rfirst.org < tim.frvfogle@rfirst.org >, leslie.krawczyk@rfirst.org < leslie.krawczvk@rfirst.org >. Secretary Perry 
< The.Secretarv@hci.doe.gov> . Walker, Bruce < Bruce.Walker@hq.doe.gov> . Jereza, Catherine 
< Catherine.Jereza@Hq.Doe.Gov >. Flanagan, Paul < Paul.Flanagan@,bpu.ni.gov> . Camacho, Aida 
< Aida.Camacho@bpu.ni.gov >, Giblin, Noreen < Noreen.Giblin@bpu.ni.gov > 

Cc: Sandra Mattavous-Frye < smfrve@,opc-dc.gov >. Adrienne Mouton-FIenderson < AHenderson@opc-dc.gov > 

Subject: Motion to Intervene of the District of Columbia Office of the People’s Counsel 

Attached please find the Motion to Intervene of the District of Columbia Office of the People’s Counsel in the Request for 
Emergency Order by FirstEnergy Solutions Corp. with the Department of Energy. 

Thank you. 
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Document 34 


Yanos, Brian (CONTR) 


From: 

Sant 

To: 

Subject: 

Attachments; 


Walkct, Bruce 

Wednesday, April 04.2018 5:33 PM 
Lotto, Adrienne 

fW: First EnorQv Sokitiorts Corp. Request for Emergency Acdpr) 
04042018 Motion to Intenrerre at CX)€ Re FirstEnergy - FINALpdf 


From: William Fieick -OPC- < william. p glHcffiim ryl.Mid aov • 

Date: Wednesday. Apr 04.201 $. 3:32 PM 

To: Secretjuy Peny <Thg.Sccietars'ftf hn Joe irQV >. Walker. Bruce < Bn>cc Walka glw doe.BOV >. /ereza. Catherine 
■- Caihcnnc Jnc/a dHq.Dpc.Oos' ^ 

Subject: First Eoerjo’ Sohitioos Corp Request for Emergency Action 

Please fuid attached the Nfotion to Itilers'etie of the Maryland Office of People's Coiuisel regarding the request 
of FirstEnergy Solutions Corp. for emergency action. 

Thank you for your kind aneution to this matter. 


Bill Fields 

Maryland Office of People's Counsel 
410-767-8I53 
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PAULA M CARMOI>Y 
PEOPLE'S COUNSEL 

THEKESA V. CZAftSKI 
OEPUTY PBOPLE'S COUNSEL 


STATE OK MARYLAND 



OFFIC E OF PEOPLE’S COUNSEL 

E Saint Pant Slrrtt. Soltc 2lfl2 
BaMhnwa. MaorUiid 21202 
(4IO)7ft7-«IS« («W)207-ttSS 
FAX (410) .OSvMlO 
WW-HOPCSTATF-MUIS 


ASSISTA1»(T PEOPLE'S COUNSEL 

WILUAM F. FIELDS 
CARY U ALEXANDER 
>OSEPH C CLEAVER 
MOLLY a KNOLL 
JACOB M OUSLANDER 
MIKHAIL RAYXHER 
ANNA K. RYON 


April 4.2018 


m us. MAIL AND EUKCTRONIC NUIL 

The Honorubic Rick Perry 
Sccixrt^ of Energy 
U.$. Dcpaitnicnl of Energy 
lUOO Indcpcnikncc Avc., S.W. 

Washington. DC 20585 
Thc-secreiarvOF ha.doc.gov 


Mr. Bruce Walker 

AssiMuni Socrcuiry, DOE Office of Elec. Deliver & Energy, Reliability 
Office of Electric Rcliabiliiv and Energy Reliability 
U,S. fXrpanincni of Energy 
UKX) In^pcndcncc Avc.. S.W. 

Washington. DC 2(1585 
Bruce walkcr<»hg doc.gov 

Mss Catherine Jereza 

Deputy Assistant Secretary 

Office of Elerthciiy Delivery and Energy Reliability 

U.S. Depanmcni of F.ncrgy 

ICXXI Independence Avc.. S.W. 

Washington. DC 20585 
Caihcfinc.icrczaC*hq.doc.gov 


Re: Motion to Intervene of the Maryland (MTIce of People’s Counsel 

Dear Socreiary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary 
Jetezo: 


Atiachcd is ihe Motion to intervene of ilic Maryland Office of People's Counsel 
(MFC) in the inailer concerning FirstEnergy Solutions Cuqi.'s (FirstEnergy Solulions) 







Secretary Perry. Assisiani Secrelarv- Walker, and Deputy Assistant Secretary Jereza 
April 4. 2018* 
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Request for Emergency Action under Section 202(c) of the Federal Power Act. MPC is 
an independent slate agency established to represent the interests of residential customers 
in utility matters. Maryland Public Utilities Code Annotated. Section 2-20.‘5(b)(2016)- 
All of Maryland is in the PJM Interconnection. L.L.C. region and the relief requested by 
FirstEnergy Solutions would affect the co.st of electricity for Maryland electricity 
customers. MPC opposes FirstEnergy’s emergency request. If this request is not denied 
outright, the department should establish an extended period for public comment before 


taking action. 


Respectfully Submitted, 


Paula M. Carmody 
People’s Counsel 






;i:iL 


William F. Fields 

Senior Assistant People’s Counsel 



UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 


Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) 

FirstEnergy Solutions Corp. ) DOE Docket No. 


MOTION TO INTERVENE OF THE MARYLAND OFFICE OF PEOPLE’S COUNSEL 


Pursuant to Rules 212 and 214 of the Rules of Practice and Procedure of the Federal Energy 
Regulatory Commission (tlie '“Commission”). 18 C.F.R. §§385.212 and 385.214, the Maryland 
Office of People’s Counsel f'MPC") hereby seeks Leave to Intervene in the above-captioned 
proceeding. In support of this Motion, MPCT slates the following: 

1. MPC is an independent state agency that was established to represent the interests 
of residential consumers in utility ca.ses. Pursuant to Maryland Public Utility Companies Code 
Annotated, Section 2-2()5(b)(2016). the People’s Counsel “may appear before any federal or state 
agency as necessary to protect the interests of residential...users of [gas, electricity or other 
regulated services].” 

2. The name, address, telephone, facsimile and e-mail address of the Maryland Office 
of People’s Counsel’s designated representative for receipt of service in this proceeding is: 

William F. Fields 

Senior Assistant People’s Counsel 

Maryland OITice of People’s Counsel 

6 St. Paul Street. Suite 2102 

Baltimore. Maryland 21202 

(410)767-8150 

(410) 333-3616 (facsimile) 

Williain.fields@marvland.gov (e-mail) 

3. On March 29. 2018. FirstEnergy Solutions, Corp. (“FES”) filed a letter requesting 


emergency action by the Secretary of Energy pursuant to Section 202(c) of the Federal Power Act. 





FES requests that the Secretary' issue an order that would require PJM Interconnection, L.L.C. 
(“PJM”) to contract with generating plant owned by FES. as well as coal and nuclear plants owned 
by other entities, to purchase the output of the plants. 

4. In January, 1999, the Maryland General Assembly passed the Electric Customer 
Choice and Competition Act of 1999. Maryland Public Utility Companies Code Annotated, 
Section 7-501. et. seq. (2007). This act institutes competition for retail electric service beginning 
July 1, 20(X). All retail customers in Maryland purchase electricity from suppliers that operate in 
the PJM market. 

5. If the FES request is granted, there would be a significant cost impact on consumers 
throughout PJM. including customers in Maryland. 

6. The specific interests of Maryland residential consumers arc not adequately 
repre.sentcd by other parties to this matter, and that MFC’s intervention is necessary in order to 
protect these interests. 

7. MPC is opposed to the FES request. FPA §202(c) requires a finding of an 
emergency in order to act. .All available evidence indicates tltat there is no emergency at this time 
and no justification for granting the relief requested by FES. PJM has announced that it has begun 
its evaluation of the reliability impacts of the plant closings announced by FES. There are means 
under the existing PJM Utriff to address any reliability issues that are found to exi.st if the plants 
retire. The PJM tariff allows for a 9()-day window for the PJM analysis process. The announced 
FES plant retirements arc far more than 90 days in the future. There will be more than adequate 
time to address any reliability concerns that arise from the potential closing of the FES plants. 
With respect to generating plants owned by other entities, there is no basis for finding that any 
action with re.spect to tho.se plants is necessary or appropriate. 



8. MPC respecifully requests that the Secretary deny the FES request. If the request 
is not denied outright. MPC requests that all interested parties be given sufficient lime to provide 
full responses to the FES request. The time frame for providing comment on the FES requests 
.should be sufficient to allow parties to review PJM’s reliability findings on the potential closing 
of the FES plants before filing comments. 

WHEREFORE. MPC respectfully requests that it be permitted to intervene in this 
proceeding. 

Respectfully submitted, 

Paula M. Carmody 

People’s Coun.sel 



There.sa V. Czarski 
Deputy People's Counsel 


William F, Fields 

Senior Assistant People’s Counsel 

April 4,2018 


Mainland Office of People's Counsel 
6 St. Paul Street. Suite 2102 
Baltimore, Maryland 21202 
(410) 767-8150 



CERTinCATK OF SKRVK E 


I HEREBY CERTIFY that on this 4'*’ day of April. 2018, a copy of Ihe forgoing Motion For 
Leave To Intervene Ol' the Maryland Office Of People’s Counsel was served on each person 
designated below: 

Rick C. Giannantonio 
General Counsel 
FirstEnergy Solutions Corp. 

76 Soutli Main Street 
Akron, OH 44308 
TEL: (330)384-5893 
giannanr@ firsiencrg vcorp.corn 

William S. Sherman 
Gibson, Dunn & Cryteher LLP 
1050 Connecticut Avenue. N.W, 

Washington, DC 20036 
TEL: (202)887-3510 
wscherman@gibsondunn.com 



William F. Fields 

Senior A.ssistant People's Counsel 

Maryland Office of People's Coun.sel 
6 St. Paul Street, Suite 2102 
Baltimore, Maryland 21202 
(410)767-8150 
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KemgjrJJ^Je^CONTO) 

From: 

Sent 

To: 

Cc 

Subject: 

Attachments: 


Bushnell, Doiothy <DBushnell@mcneestdw co<n» 

nHK%day, April 05. A)18 4:33 PM 

Secretary Perry.Walker. Bruce:3ere2aL Catherme 

Wetshaar, Bob;BnKe, Susan,^taiic. Kenneth.'Garber. Matthew 

Protest of the PiM Consumer Representatives 

Protest of FES Fmecgerxy Order Request (A6?902^?) pdf 


Importance; 


High 


Good eftemoon, 

PJM Iridustrial Customer Coalition is filing, on behalf of the PJM Consumer Representatives, the attached Protest, Thank 
you 


Dorothy Bushnell 
Energy and Environmental Group 
Administrative Assistant to' 
Robert A. Wetshaar, Jr. 

Amy M. York 

McNees Wallace & Nunck LLC 

1200 G Street, NW - Suite 800 
Washington, DC 20005 
Phone; 202^8.5700 
dbushneUg>fncneetlaw com 



McNees 

Wallace & Nurick uc 


The foregoinii inecuifte nia>‘ be protected b)' the iiriomej''«lienl pnvilesce. If >*00 beliexe it has been sent lo ytm in mar. Jo not read 
it Please reply lo the render that you ha\c received ibe message in error, then delete it Thank you. 
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McNees 

Wallace & Nurick llc 


1200 G Street, NW • Suite 800 • Washington, DC 20005 
Tel: 202.898.5700 • Fax: 717.260.7165 


Robert A. Weishaar, Jr. 
Direct Dial: 202.898 5700 
Direct Fax: 717.260.1765 
bweishaar@mcneeslaw.com 


April 5, 2018 


Via Electronic Mail 


The Honorable James Richard Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
the.secretary@hq.doe.gov 

Mr. Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
bruce.walker@hq.doe.gov 

Ms. Catherine Jereza 
Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
catherine.jereza@hq.doe.gov 

RE: Protest of the PJM Consumer Representatives 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

The PJM Industrial Customer Coalition (“PJMICC”), on behalf of the PJM Consumer 
Representatives, hereby submits the attached Protest to EirstEnergy Solutions Corp.’s (“EES”) 
March 29, 2018 Request Eor Emergency Action Under Section 202(c) of the Federal Power Act. 


WWW. McNeesLawxom 

hUanssuRe, RA • Unoiithi, RA • Scrahtw, PA • SiiUE CaiES. PA • Couiiibub, OH • FnEOBiiai, MD • W*SHt«6TDN. DC 



The Honorable James Riehard Perry, et al. 
April 5, 2018 
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Respectfully submitted, 

McNEES WAEEACE & NURICK EEC 



By 


Robert A. Weishaar, Jr. 

Counsel to the PJM Industrial Customer Coalition 
and on behalf of the PJM Consumer 
Representatives 
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DEPARTMENT OF ENERGY 


) 

Request for Emergeney Order Pursuant ) 

To Federal Power Aet Seetion 202(e) By ) 

FirstEnergy Solutions Corp. ) DOE Doeket No. 

) 


PROTEST OF THE 

PJM CONSUMER REPRESENTATIVES 
TO THE EMERGENCY ORDER REQUEST 
OF FIRSTENERGY SOLUTIONS CORP. 


Robert A. Weishaar, Jr. 

MeNees Wallaee & Nuriek EEC 

1200 G Street NW, Suite 800 

Washington, DC 20005 

Phone: (202) 898-5700 

Fax: (717) 260-1765 

Email: bweishaar@meneeslaw.eom 

Susan E. Bruee 
Kenneth R. Stark 
Matthew E. Garber 
100 Pine Street 
P.O. Box 1166 
Harrisburg, PA 17108-1166 
Phone: (717) 237-5254 
Fax: (717) 260-1666 
Email: sbruee@meneeslaw.eom 
kstark@meneeslaw.eom 
mgarber@meneeslaw.eom 


Dated April 5, 2018 


Counsel to the PJM Industrial Customer Coalition 
and on behalf of the PJM Consumer 
Representatives 
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UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 


) 

Request for Emergeney Order Pursuant ) 

To Federal Power Aet Seetion 202(e) By ) 

FirstEnergy Solutions Corp. ) DOE Doeket No. 

) 


PROTEST OF THE 

PJM CONSUMER REPRESENTATIVES 
TO THE EMERGENCY ORDER REQUEST 
OF FIRSTENERGY SOLUTIONS CORP. 


On Maroli 29, 2018, FirstEnergy Solutions Corp. (“FES”) submitted a Request for 
Emergeney Order Pursuant to Federal Power Aet Seetion 202(o) ^ (“Request” or “Emergeney Order 
Requesf’) to the Seeretary of the Department of Energy (“DOE” or “Departmenf’). Pursuant to 
Rule 211 of the Federal Energy Regulatory Commission’s (“Commission” or “FERC”) Rules of 
Praetiee and Proeedure, 18 C.F.R. §§ 385.211, the PJM Consumer Representatives hereby protest 
the FES’s Request.^ 


' 16U.S.C. § 824a(c). 

^ Federal Power Aet Seetion 202(c) and the Department indicate that the Federal Power Act and the Commission’s 
Rules of Practice and Procedure should be used for procedural guidance in Emergency Order proceedings. Guidance 
published on the Department’s website points to the Commission’s Rules where DOE regulations at 10 C.F.R. § 
205.370, et. seq., are silent. See, e.g., DOE Answer to Procedural Questions Concerning Rehearing of DOE Order, 
District of Columbia Public Service Commission, Docket No. EO-05-01 (December 30, 2005) at 2. Additionally, the 
Department has taken the position that the procedure for judicial review of emergency orders under Section 202(c) of 
the Federal Power Act must be secured through Section 313 of that Act, 16 U.S.C. § 8251. See, e.g.. Order No. 202- 
05-3, District of Columbia Public Service Commission, Docket No. EO-05-01 (December 20, 2005) at 11-12. The 
plain language of Section 202(c)(5) of the Federal Power Act, enacted in 2016, reinforces this principle. Where, las 
here, a proceeding exists under Chapter 12 of the Federal Power Act, the Commission’s Rules of Practice and 
Procedure apply. See 16 U.S. Code § 825g(b) (Federal Power Act § 308) (“All hearings, investigations, and 
proceedings under this chapter shall be governed by rules of practice and procedure to be adopted by the 
Commission.”). 
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For purposes of this Protest, the PJM Consumer Representatives are eomprised of the 


following: 

PJM Industrial Customer Coalition 

State of Delaware Division of the Consumer Advoeate 

Industrial Energy Consumers of Ameriea 

West Virginia Consumer Advoeate 

New Jersey Division of Rate Counsel 

West Virginia Energy Users Group 

Pennsylvania Offiee of Consumer Advoeate 

Chemistry Couneil of New Jersey 

Publie Power Assoeiation of New Jersey 

Delaware Publie Serviee Commission 

Distriet of Columbia Offiee of People’s Counsel 

Ameriean Munieipal Power, Ine. 

Old Dominion Eleetrie Cooperative 

Ameriean Eorest & Paper Assoeiation 

Southern Maryland Eleetrie Cooperative, Ine. 

Maryland Offiee of People’s Counsel 

Illinois Industrial Energy Consumers 

The Assoeiation of Business Advoeating Tariff Equity 

Ameriean Eoundry Soeiety 

Indiana Offiee of Utility Consumer Counsel 

Indiana Industrial Energy Consumers, Ine. 

Ohio Chemistry Teehnology Couneil 
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American Chemistry Council 

Industrial Energy Users - Ohio 

Illinois Citizens Utility Board 

Industrial Minerals Association - North America 

National Industrial Sand Association 

Pennsylvania Energy Consumer Alliance 

I. PROTEST 

EES requests the Secretary of the DOE (“the Secretary”) to use the vehicle of an emergency 

order to require consumers in the PJM Region to bail out certain types of generation assets that 

have become uneconomic. The Request is framed in alarming and urgent language, but many of 

the premises underlying the Request are vastly overstated or demonstrably false. EES fails to 

acknowledge existing procedures to safeguard essential assets and protect reliability without 

imposing unjust, unreasonable, and unduly discriminatory costs on consumers in the PJM Region; 

fails to acknowledge substantial evidence of PJM’s successful reliability measures and actions 

over the past few years; and fails to demonstrate that a true Section 202(c) emergency exists. The 

Request fails to demonstrate why nuclear and coal generation facilities should receive a bail-out, 

likely forcing consumers to absorb significant additional and unnecessary costs. 

The Request fails as a matter of fact and law for the following reasons: 

o Section 202(c) of the Eederal Power Act is very limited in scope, and EES’s attempt 

to apply Section 202(c) beyond its intended scope is unlawful. 

o EES’s Emergency Order Request is unprecedented and overbroad. 

o EES has not demonstrated that an emergency exists. 

o If reliability concerns were to arise, PJM has in place adequate processes for 
addressing those concerns. 
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o If granted, the Request would unneeessarily raise energy prices for consumers and 
directly undercut the tremendous economic advantage to the United States from 
natural gas shale plays. 

o FES’s argument that energy price formation in PJM does not adequately 
compensate baseload resources is invalid and inappropriate in an emergency order 
request; FES’s argument on price formation is more appropriately presented and 
examined in the ongoing PJM stakeholder process. 

o FES seeks to undermine the recent Commission order rejecting the grid resiliency 
pricing proposal and the ongoing FERC grid resiliency proceeding (Dockets AD18- 
7 and RM18-1) and other stakeholder processes. 

o FES’s clearing of the Base Residual Auction (“BRA”) through 2020-2021 
demonstrates that FES currently has an obligation, and associated compensation for 
that obligation, to run its units through May 31, 2021. 

A, Section 202(c) of the Federal Power Act is Very Limited in Scope, and FES’s 
Attempt to Apply Section 202(c) Beyond Its Intended Scope is Unlawful, 

1, Section 202(c) confines emergencies to specific, imminent events, and 
any solutions must be specific and temporary. 

Section 202(c) of the Federal Power Act confers certain emergency powers upon the 
Secretary.^ Importantly, Section 202(c) confines emergencies to specific, imminent events. 
Section 202(c) of the Federal Power Act grants the Department authority over “the generation of 
electric energy” in the following circumstances: (1) during wartime; or (2) if “the [Department] 
determines that an emergency exists by reason of a sudden increase in the demand for electric 
energy, or a shortage of electric energy or of facilities for the generation or transmission of electric 
energy, or of fuel or water for generating facilities, or other causes.”^ 


The text of the statute provides inherent limitations on the emergency powers and confines 
Emergency Orders to specific, imminent events. First, the term “exists” indicates a present tense 
concern—not a distant possibility several years in the future. Second, the term “emergency” is 


^See 16U.S.C. § 824a(c). 
4 16U.S.C. § 824a(c). 


4 



defined by Merriam-Webster’s Dictionary as “an unforeseen combination of circumstances or the 
resulting state that calls for immediate action.”^ Elsewhere, the same dictionary references an 
emergency as applying “to a sudden unforeseen situation requiring prompt action to avoid 
disaster.”^ This indicates a situation that is imminent and unavoidable. Third, the statute’s 
reference to “wartime powers” indicates the type of factual context Congress intended for the 
Emergency Order power to be used. The D.C. Circuit has affirmed this view, stating that Section 
202(c) “speaks of ‘temporary’ emergencies, epitomized by wartime disturbances”^ and that the 
statute is reasonably understood to exclude circumstances such as “dependence on imported oil.” 
Einally, the use of the words “sudden” and “shortage” reinforce the statutory context of an 
immediate need.^ 

Moreover, Emergency Orders are intended to provide for only temporary solutions. The 
text of Section 202(c) indicates an Emergency Order may “require . .. such temporary connections 
of facilities and such generation, delivery, interchange, or transmission of electric energy as in its 
judgment will best meet the emergency and serve the public interest.” Gradual industry changes 
affecting certain types of generation resources do not constitute a sudden emergency requiring 
immediate action. 

The development of the Eederal Power Act also confirms that the authority for Emergency 
Orders under Section 202(c) is limited to unusual, unexpected circumstances. In 2005, Congress 
added Section 215 of the Eederal Power Act, establishing an Electric Reliability Organization and 

^ Definition of “emergency,” Merriam-Webster’s Dictionary 407 (11"* ed. 2004). 

" Definition of “juncture,” Merriam-Webster’s Dictionary 678 (11* ed. 2004). The definition of “juncture” further 
includes this additional definition of “emergency.” 

’ See Richmond Power and Light v. Federal Energy Reg. Comm., 574 F.2d 610, 615 (D.C. Cir. 1978). 

* See Jarecki v. G.D. Searle & Co., 367 U.S. 303, 307 (1961) (statutory terms should be interpreted in context of 
nearby parallel terms “in order to avoid the giving of unintended breadth to the Acts of Congress”). 
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specifying procedures, remedies, and timeframes for federal reliability standards.^ As aptly noted 
in Sierra Club’s response to FES’s Emergency Order Request, prior to the Energy Policy Act of 
2005, “the reliability of the nation’s bulk-power system depended on participants’ voluntary 
compliance with industry standards.Consequently, Eederal Power Act provisions that predated 
the Energy Policy Act, including Section 202(c), were not intended to provide the federal 
government with authority to enforce broad, long-term reliability requirements. That authority 
commenced with the Energy Policy Act of2005, and that authority rests with the Commission, not 
the Department. Einally, broad ratemaking authority rests with the Commission—not the 
Department—and is addressed in other provisions within the Eederal Power Act. As discussed in 
further detail below, EES’s Request unlawfully exceeds the scope of the Department’s authority 
under Section 202(c) in each of these respects. 

2, FES’s Request seeks an Emergency Order that would be illegal and 
that would violate Section 202(c), 

EES’s Request is unlawful because it: (1) does not present substantial evidence of an 
imminent threat to reliability and, even if it did, (2) the requested relief far exceeds the intended 
breadth of relief and the Department’s authority under 202(c). In Section B of this Protest, the 
PJM Consumer Representatives demonstrate that the scope of EES’s requested Emergency Order 
is unprecedented, overbroad, and impermissibly seeks to override existing statutory and regulatory 
authority as well as EERC and DOE precedent. In Section C of this Protest, the PJM Consumer 
Representatives explain that EES failed to substantively demonstrate an emergency exists in PJM. 


^ See generally 16 U.S.C. § 825o. 

Sierra Club Comments at 6 (quoting ^/coa, Inc. v. FERC, 564 F.3d 1342, 1344 (D.C. Cir. 2009) (emphasis added) 
(filed with DOE on Mar. 30, 2018). 
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While Section 202(c) confers certain emergency powers upon the Secretary,'' FES ignores 
the text of Section 202(c)’s limitations on the use of emergency power as emergencies are specific, 
imminent events. FES has failed to even state a case that the potential retirement of certain 
generation assets, several years from now, meets the definition of an emergency. FES passionately 
advocates for Secretarial intervention without demonstrating that there is an imminent need for 
intervention for any specific generation unit. 

The text of Section 202(c) describes the core power of an Emergency Order to order 
""generation, delivery, interchange or transmission of electric energy FES’s Request asks for 
nothing of the sort. The Request fails to identify any generation or other resource that the Secretary 
should order to be activated or connected. Instead, the Request is purely financial in nature, 
asking the Secretary to override existing contracts for assets that are already generating electricity. 
In other words, this Request is about a self-perceived crisis of compensation, not a generation 
emergency. 

FES’s urgent and descriptive language cannot conceal the fact that, even if FES’s factual 
claims were to be believed, FES’s claimed “emergency” is several years away. In the Request, 
FES did not show that any alternative courses of action were unavailable to address its self- 
perceived crisis, and it did not demonstrate why the emergency request, at this time, is prudent and 
necessary. FES cites to no current shortfall in power supply. Giving any credence whatsoever to 
FES’s Emergency Order Request would pave the way for other entities to assert an emergency 


16U.S.C. § 824a(c). 

16 U.S.C. § 824a(c)(l), (2) (emphasis added). 

10 C.F.R § 205.373(h) requires an Emergency Order Request to include “[a] description of efforts made to obtain 
additional power through voluntary means and the results of such efforts.” FES stated this was PJM’s responsibility. 
Request at 29. However, FES could not provide this information because its Request does not ask the Secretary to 
order additional generation. The Request is simply seeking additional compensation for its current generation assets. 
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whenever their self-pereeived erises are only eeonomie and result from the inevitable ehanging 
mix of generation resourees. Deelaring an emergency now, as FES requests, runs directly contrary 
to the following provision of 10 C.F.R. § 205.371: “Situations where a shortage of electric energy 
is projected due solely to the failure of parties to agree to terms, conditions, or other economic 
factors relating to service, generally will not be considered emergencies unless the inability to 
supply electric service is imminent. FES’s Request fails to state any imminent or specific threat 
that meets the definition of “emergency” under the statute or its associated regulations.'^ 

The Department’s regulations define “emergency” in 10 C.F.R. § 205.371 as “an 
unexpected inadequate supply of electric energy which may result from the unexpected outage or 
breakdown of facilities for the generation, transmission or distribution of electric power.” Section 
371 lists six causes of an emergency: (1) weather conditions, (2) acts of God, (3) unforeseen 
circumstances not preventable by the “entity,” (4) sudden increase in customer demand, (5) 
inability to obtain adequate amounts of the fuels necessary to generate electricity, or (6) regulatory 
action prohibiting certain power supply facilities. FES’s Request matches none of these causes. 
More importantly, FES has shown no “unexpected inadequate supply of electric energy,” as 
required by the Department’s regulations.'^ 


''' Emphasis added. 

As stated in the Sierra Club’s Comments at 6: 

Reading section 202(c) to permit direct enforcement of reliability requirements through emergency orders 
would bypass the limits and procedures that Congress enacted in section 215 to constrain such enforcement. 
See California Independent System Operator Corp. v. FERC, 372 F.3d 395, 401-2 (D.C. Cir. 2004) 
(“Congress’s specific and limited enumeration of [agency] power over [particular matter] in [one section of 
Federal Power Act] is strong evidence that [separate section] confers no such authority on [agency].”). 

10 C.F.R. § 205.371. 
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A Section 202(c) Emergency Order may only be issued to address “a specific inadequate 
power supply situation.”^^ FES can point to no such specific situation and only provides general 
arguments about what could happen years down the road. In Richmond Power, the Commission 
declined, as improper under Section 202(c), a request to use emergency authority to address “broad 
questions of resource allocation,” and the D.C. Circuit affirmed. To attempt to enact broad-based 
sweeping changes through emergency authority is not only ill-advised, but illegal. The Secretary 
should reject FES’s Request for the same reasons the Commission declined to act under Section 
202(c) in the case that led to the Richmond Power opinion by the D.C. Circuit. 

B, The Scope of the Requested Emergency Order is Unprecedented, Overbroad, 
and Impermissibly Seeks to Override Existing Statutory and Regulatory 
Authority and FERC and DOE Precedent, 

1, The scope of the Request is inconsistent with the Department’s prior 
issuances of Emergency Orders, 

In the Request, FES seeks an Emergency Order directing “certain existing nuclear and coal- 
fired generators in PJM...to enter into contracts and all necessary arrangements with PJM, on a 
plant-by-plant basis.. As to those “certain existing nuclear and coal-fired generators in PJM,” 
FES attaches to the Request a list (Attachment A) with nuclear and coal-fired generating units in 
PJM, many of which are not owned by FES. Aside from requesting overbroad relief that lacks 
specificity and is not tied to discrete issues at specific units it owns, FES violates the legal principle 
of standing by seeking relief for facilities it does not own.^*^ 


lOC.F.R. § 205.371. 

Richmond Power and Light v. Federal Energy Reg. Comm., 574 F.2d 610, 615-16 (D.C. Cir. 1978) (rejecting a 
claim that the 1973 oil embargo warranted an order, the court said that Section 202(c) is "aimed at situations in which 
demand for electricity exceeds supply and not at those in which supply is adequate but a means of fueling its production 
is in disfavor"). 

Request at 1. 

In response to FES’s Request, PJM has noted that FES’s Request curiously seeks relief for FES’s entire merchant 
fleet as well as relief for all other coal and nuclear units in PJM, totaling over 80 generation units. PJM Letter to 
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Past Emergency Orders issued by the Department have been narrow in scope, with most 
directed toward one facility, and all focused on the provision of power to a specific geographical 
area.^^ For example. Emergency Orders issued in 2002 and 2003 were specifically directed toward 
the Cross-Sound Cable connecting Connecticut to Long Island.^^ An Emergency Order issued in 
2005—in response to “massive destruction” by Hurricane Rita—authorized CenterPoint Energy 
to temporarily connect electricity lines to restore power to Entergy Gulf States, Inc. 

The few orders that reached beyond one or two facilities were still narrowly tailored. For 
example, arguably the broadest use of emergency order authority by the Department was in 
response to the massive and unprecedented California energy crisis in 2000-2001.^^ Secretaries 
Richardson and Abraham issued a short series of Emergency Orders on approximately a weekly 
basis, requiring specific facilities to “generate, deliver, interchange, and transmit electricity” when 
requested by the California ISO. These Orders generally expired within approximately two weeks, 
and the entire series of Orders spanned less than two months. 

As to the PJM territory, the Department has issued emergency orders for only two facilities: 
a 2005 Emergency Order (and follow-up orders) related to Mirant Corporation’s Potomac River 


Secretary Perry re FES’s Request for Emergency Relief under Section 202 of the Federal Power Act at fn. 1 (Mar. 30, 
2018). 

See doe’s Use of Federal Power Act Emergency Authority, Department of Energy, available at 
https://www.energv.gov/oe/services/electricitv-policv-coordination-and-implementation/other-regulatorv- 

efforts/does-use (last visited Apr. 3, 2018). Assistant DOE Secretary has stated that DOE “would never use” 
emergency orders for uneconomic plants. See article by Gavin Bede. Utility Dive (Feb. 20, 2018). Available at 
https://www.utilitvdive.com/news/doe-would-never-use-emergencv-order-for-uneconomic-plants-walker-savs- 

1/517455/ (last accessed Apr. 5, 2018). 

In August 2002, responding to concerns about the availability of electricity on Long Island, an Emergency Order 
was issued directing Cross-Sound Cable Company to operate the Cross-Sound Cable from Connecticut to Long Island 
and related facilities. In August 2003, DOE required Cross-Sound Cable Company to operate its facilities in response 
to the blackout under the direction of the New York Independent System Operator and ISO New England. 

See California December 2000, Department of Energy, available at 
https://www.energv.gOv/oe/downloads/federal-power-act-section-202c-califomia-december-2000 (last accessed 
Apr. 5, 2018). 
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Generating Station and a 2017 Emergency Order (and follow-up orders) related to Dominion 
Energy Virginia’s Yorktown Units 1 and 2}^ In contrast to the EES Request, both of these 
Emergency Orders were (1) targeted to a specific city or geographical area, (2) designed to be 
temporary until new transmission could be put in service, and (3) issued to maintain specific 
generation units where closing of the units was recent or imminent. 

In 2005, Mirant Corporation ceased generation at its coal-fired Potomac River station due 
to air quality concerns raised by the Virginia Department of Environmental Quality.^^ The day of 
the closure, the District of Columbia Public Service Commission (“DCPSC”) requested that the 
Department find that a Section 202(c) emergency existed. DCPSC’s petition to the Secretary 
stated that the plant’s shutdown would “have a drastic and potentially immediate effect on the 
electric reliability in the greater Washington, D.C. area.”^^ 

The Department reviewed DCPSC’s petition and considered comments, issuing 
Emergency Order 202-05-3 approximately four months after receiving the petition.^^ The 
Department recognized the Potomac River plant was one of only three sources of electricity 
serving the Washington, D.C. central business district. The Department concluded that to maintain 
a “minimally reliable electric power system, the plant must be available to run” when one of the 
other two sources of power (two 230 kV transmission lines) was out of service. The Department 
found an emergency existed based on a combination of factors, including “the reasonable 


doe’s Use of Federal Power Act Emergency Authority, Department of Energy, available at 
https://www.energv.gov/oe/services/electricitv-policv-coordination-and-implementation/other-regulatorv- 

efforts/does-use (last visited April 4, 2018). 

Emergency Petition and Complaint of the District of Columbia Public Service Commission, 
DOE Docket No. EO-05-01, FERC Docket No. EL05-145-000 (Aug. 24, 2005) at 1, available at 
https://www.energv.gov/sites/prod/files/oeprod/DocumentsandMedia/mirant 082405.pdf . 

Id. at 1-2. 

DOE Order No. 202-05-3 (Dec. 20, 2005), available at 
https://www.energv.gov/sites/prod/files/oeprod/DocumentsandMedia/mirant 122005 2.pdf . 
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possibility an outage will occur that would cause a blackout, the number and importance of 
facilities and operations in our Nation’s Capital. . . the extended number of hours of any blackout 
. . . and the fact that the current situation violates applicable reliability standards.” The original 
Order 202-05-3 expired in October 2006 but was renewed periodically until the final Order was 
issued in January 2007, expiring that summer.^* 

Unlike FES’s present Request, the Emergency Order for the Potomac River plant was 
targeted and focused. The concerns were immediate because the Nation’s capital would have had 
only two sources of power. Eurther, it was a temporary measure until additional sources of power 
became available to Washington, D.C. 

In June 2017, with Dominion Energy Virginia’s support, PJM requested an Emergency 
Order from the Department requiring Dominion Energy Virginia to operate its coal-fired 
Yorktown Units 1 and 2 at the Yorktown Power Station, which had been slated for closure due to 
violations of environmental standards.PJM asked that the Order require the units to operate 
“only as needed in order to address NERC reliability issues and other local transmission issues. 
The purpose of the request was “to preserve the reliability of [the] bulk power transmission system 
in the North Hampton Roads [Virginia] area.”^^ PJM articulated an immediate need for an order 
to prevent uncontrolled power disruptions and shedding of critical loads during the peak summer 


2* See DOE Order No. 207-07-2, Docket No. EO-05-01 (Jan. 31, 2007), available at 

https://www.energv.gOv/sites/prod/files/oeprod/DocumentsandlVledia/EO-05-01.pdf ; DOE Order No. 202-07-3, 
Docket No. EO-05-01 (Jul. 2, 2007) (indicating Order No. 207-07-2 expired on July 1, 2007), available at 
https://wvyw.energv.gov/sites/prod/files/oeprod/DocumentsandMedia/DOE Order 202-07-3.pdf 

Dominion Energy Virginia had notified PJM of its intention to deactivate the Yorktown units as of the end of 2014, 
prompted by the Environmental Protection Agency’s Mercury and Air Toxics Standards requirements. See PJM 
Request for Emergency Order Pursuant to Section 202(c) of the Federal Power Act (Jun. 13, 2017) at 5, available at 
https://wvyw.energv.gOv/sites/prod/files/2017/07/05/PUBLIC- 

DOE%20FPA%20202%28c%29%20Emergencv%20Application%20Dominion%20Yorktown%201%20%202%20- 

6-13... O.pdf 

30 Id. at 15. 

3' Id. at 1. 
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months which were quiekly approaching. PJM had ordered expanded transmission capacity to the 
North Hampton Roads area, but Yorktown Units 1 and 2 were needed in the interim; PJM also 
suggested the transmission expansion would require outages, whieh could, in turn, require the 
Yorktown Units 1 and 2 to operate. The Department issued Emergency Order 202-17-2 on June 
16, 2017. Orders have been reissued approximately every 90 days to maintain Yorktown Units 1 
and 2?^ 

Unlike the FES Request, the Yorktown Emergency Order was narrowly tailored to a 
specific and imminent reliability need. PJM stated that its request was “in no way . . . intended as 
a substitute for the need for transmission infrastructure on the Virginia Peninsula,” but needed only 
until adequate transmission infrastructure could be placed into service and only for the two 
Yorktown units. 

In short, the Department has never exercised Section 202(c) authority in response to a 
perceived crisis that was several years away and has never exercised Seetion 202(c) authority 
anywhere close to the degree requested by FES. Instead, the Department has carefully used 
Seetion 202(c) authority to address present-time shortfalls in eleetricity supply through narrowly 
tailored solutions. Because FES fails to tailor and limit its request to specific shortfalls in electric 
supply at specific geographical locations, the Request should be rejected. 

2, The Request seeks to vest the Department with ratemaking authority 
that properly resides with the Federal Energy Regulatory Commission. 


Id. at 6. 

Summary of PJM Interconnection LLC’s Request For Emergency Order Pursuant to Federal Power Act Section 
202(c) (Jun. 13, 2017), available at 

https://www.energv.gOv/sites/prod/files/2017/07/f35/DOE%20Dominin%20Yorktown%20FPA%20Section%20202 

%20Petition%20Snmmarv%20Final%206-13-17%20.pdf 
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Title IV of the DOE Aet provides for the creation of the Commission as an “independent 
regulatory commission. Under Section 402 of the DOE Act, the Commission is vested with the 
authority to enforce Part II of the Eederal Power Act. The Commission’s jurisdiction is 
exclusive.Section 401(f) provides that the Commission is authorized to establish such 
procedural and administrative rules as are necessary to exercise its functions. Additionally, 
Section 403(c) provides that “[a]ny function described in section 402 of this Act which relates to 
the establishment of rates and charges under the Eederal Power Act...may be conducted by 
rulemaking procedures. 

Although the Secretary has the authority to issue an Emergency Order where an urgent 
need necessitates it, that authority does not include dictating rates, as EES asks the Secretary to do 
here. The DOE Act explicitly states, “[t]he decision of the Commission involving any function 
within its jurisdiction...^/za// not be subject to further review by the Secretary.”^^ Despite this 
provision, EES asks the Secretary, if affected parties cannot negotiate new contractual terms in 15 
days, to “step in and determine the just and reasonable compensation and conditions. 

This request contravenes the Department’s own regulations. 10 C.E.R. § 205.376 states 
that if parties affected by an Emergency Order are unable to reach an agreement as to rates, the 
Department “shall refer the rate issues to the Eederal Energy Regulatory Commission.” 
Consequently, this Request asks DOE to impermissibly override its own regulations (which have 
the force of law and are subject to notice-and-comment rulemaking procedures). Because EES 

42 U.S.C. § 7171(a). As an independent regulatory commission, “the members, employees, or other personnel of 
the Commission shall not be responsible to or subject to the supervision or direction of any officer, employee, or agent 
of any other part of the Department [of Energy].” 42 U.S.C. § 7171(d). 

42 U.S.C. § 7172(g). 

3"’ 42 U.S.C. § 7173(c). 

33 42 U.S.C. § 7172(g) (emphasis added). 

3* Request at 32 (emphasis added). 
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requests no new connections to provide electric service, it effectively is asking for an Emergency 
Order on rates alone. However, the Department explicitly cannot grant FES’s request that it 
directly set “just and reasonable rates.” That jurisdiction lies with FERC, not the Department. 
Eurther, FERC has already exercised its authority to set “just and reasonable rates” and has rejected 
proposals similar to EES’s Request. In Docket No. RM18-1-000, the Commission held that 
establishing cost-of-service rates for “all eligible resources . . . regardless of need or cost to the 
system” had not been demonstrated to be just and reasonable.If FES believes FERC errs in its 
determination of just and reasonable rates in any particular rate proceeding, it may appeal to the 
D.C. Circuit—not the Secretary of Energy. 

3, The Request seeks relief that does not constitute “just and reasonable” 
compensation under the Federal Power Act, 

The wholesale compensation mechanisms of the Regional Transmission Organizations 
(“RTOs”) and Independent System Operators (“ISOs”) that would be affected by the Request are 
established through FERC-approved tariffs that the Commission must find are just and 
reasonable.To alter those tariffs, the Commission—not the Department—must find that the 
current tariffs are not just and reasonable before it may determine a just and reasonable 
replacement rate.'^' Under Section 206 of the Federal Power Act (“FPA”), the burden of proof to 
show that any rate, charge, classification, rule, regulation, practice, or contract is unjust, 
unreasonable, unduly discriminatory, or preferential is on the proponent of the new rate."^^ It is not 
enough to claim that the rates are unreasonable because unit owners may be required to close 


Grid Resilience in Regional Transmission Organizations and Independent System Operators, 162 FERC T| 61,012 
atP 16 (Jan. 8,2018). 

4016U.S.C. § 824d. 

4> 16U.S.C. § 824e. 

42 16 U.S.C. § 824e(b); FirstEnergy Se>-v. Corp. v. FERC, 758 F.3d 346, 354 (D.C. Cir. 2014). 
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uneconomic generation units. Providing economic signals to unit owners is the very point of 
market-based compensation and the just and reasonable market rules that are in place to determine 
market-based compensation."^^ Accordingly, the potential closing of generation units does not 
demonstrate that rates that have been found to be just and reasonable have suddenly become unjust 
and unreasonable. 

FES’s Request complains that the market-based rates in PJM do not generate sufficient 
revenue (while failing to mention both the billions of dollars utilities received for stranded costs 
during state restructuring processes and the high prices and high profits these same units 
commanded in the mid-2000s). For example, customers in Pennsylvania,"*"^ New Jersey,"*^ and 
Ohio"*^ paid billions in stranded costs. FES proposes new “just and reasonable” rates but has never 


See Murray Energy Comments at 19, FERC Docket RM18-1-000 (“While other issues—including increasing 
environmental burdens for coal and rising operating costs for nuclear—were contributing factors, the core issue boils 
down to economics. If wholesale prices were higher, for example, it would be profitable for a coal plant to install new 
emission scrubbers and the magnitude of coal and nuclear retirements would be significantly lower.”). 

In Pennsylvania, customers paid the Pennsylvania jurisdictional utilities approximately $12.3 billion in stranded 
costs. Stranded cost determinations were not changed in Pennsylvania when energy market prices were, in actuality, 
much higher than projected in the stranded cost proceedings. As such, generation owners, many of which were 
affiliates of the jurisdictional utilities, realized the upside benefit of higher LMPs while customers continued to make 
stranded cost payments. See Application of Metropolitan Edison Company for Approval of its Restructuring Plan 
Under Section 2806 of the Public Utility Code, et al.; Application ofPennsylvania Electric Company for Approval of 
its Restructuring Plan Under Section 2806 of the Public Utility Code, et al.. Docket Nos. R-00974008, et al., and R- 
00974009, et al.. Final Opinion and Order (Oct. 20, 1998); Pennsylvania Public Utility Commission v. Pennsylvania 
Power Company (Application for Approval of A Restructuring Plan Under Section 2806 of the Public Utility Code), 
Docket No. R-00974149, Final Order (May 3, 1999) (adopting Tentative Order entered Apr. 1, 1999); Application of 
PECO Energy Company for Approval of its Restructuring Plan Under Section 2806 of the Public Utility Code, et al.. 
Docket Nos. R-00973953 and P-00971265, Final Order (May 14, 1998); Re West Penn Power Company, 91 Pa. PUC 
700 (Order entered Nov. 19, 1998). 

In New Jersey, customers paid approximately $2.94 billion for net-of-tax stranded costs. In re Public Service Elec, 
and Gas Company's Rate Unbundling, Stranded Costs and Restructuring Filings, 330 N.J. Super. 65, 116 (App. Div. 
2000), affirmed 167 N.J. 377, 771 A.2d 1163 (2001); see also Murphy v. Public Serv. Elec. & Gas Co., 2009 N.J. 
Super. Unpub. LEXIS 309 (App. Div. 2009). 

Like other states, Ohio provided for stranded cost recovery and authorized approximately $8.4 billion in electric 
transition plans. See Docket Nos. 99-1729-EL-ETP, Opinion and Order at 11 (9/28/00), 
http://dis.puc.state.oh.us/ViewImage.aspx7CMID-WOWKCC2OHW8O0O92; 99-1658-EL-ETP. Opinion and 
Order at 23 (8/31/00), available at: http://dis.puc.state.oh.us/ViewImage.aspx?CMID-ROHRO$ZFW2EZ9YSU; 99- 
1687-EL-ETP, Testimony of Ralph Luciani at Exhibit RLL-6 (12/20/99), available at: 

http://dis.puc.state.oh.us/ViewImage.aspx?CMID-LL8IYWPXY9KXIB$@; PUCO Case No. 99-1212-EL-ETP, 
Opinion and Order at 31 (7/19/00), available at: 

http://dis.puc.state.oh.us/ViewImage.aspx?CMID-SK290JKYOPI$BUO$ ; Supplemental Testimony of Waggoner 
at HLW-IS, 2S, 3S (4/4/00), available at: 
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demonstrated that the existing rates —rates approved by the Commission —are unjust and 
unreasonable. In effeet, FES equates the poor economics of its units with unreasonable rates.A 
guarantee of positive annual revenue in a competitive market, however, is not required by the 
United States Constitution or the Federal Power Act."^^ 

4, The Request ignores decades of precedent by seeking cost-based rates 
that seek to reverse the owner’s write-down of the asset value. 

Throughout the Request, FES asks the Department to order PJM to enter cost-based 
contracts with many generation assets, overturning FERC decisions granting market-based rate 
authority to generation assets such as those of FES. In essence, FES is proposing to “have its cake 
and eat it too.” FES is requesting that PJM customers be forced to pay cost-based rates for power 
from nuclear and coal facilities through “full recovery of [the generator’s] fully allocated costs and 
a fair return on equity. 

In making this request, FES is prodding the Secretary to take dramatic steps in 
contravention of FERC policy set forth in Order No. 697, overriding FERC’s authority and 


http://dis.puc.state.oh.us/ViewImage.aspx?CMID=SLQYV6XHZZIUF95R . FirstEnergy’s stranded cost total 
authorized in its electric transition plan was approximately $6.41 billion ($5.25 billion for out-of-market generation 
and $1.16 billion for regulatory assets). PUCO Case No. 99-1212-EL-ETP, Opinion and Order at 31 (7/19/00), 
available at: http://dis.puc.state.oh.us/ViewImage.aspx?CMID=SK290JKYOPI$BUO$ ; Supplemental Testimony of 
Waggoner at HLW-IS, 2S, 3S (4/4/00), available at: 
http://dis.puc.state.oh.us/ViewImage.aspx?CMID=SLOYV6XHZZIUF95R . 

See, e.g., Exelon Comments at 9, FERC Docket No. RM18-1-000. There is also a substantial inconsistency in the 
claims the parties are making as to the failures inherent in the market-based approaches of the RTOs and ISOs. For 
example, the Nuclear Energy Institute complains about the effect of short term prices while simultaneously pointing 
out that other social goals are embedded in retail and wholesale pricing. NEI Comments at 3-4, FERC Docket No. 
RM18-1-000. 

Market Street Railway Co. v. California Railroad Comm ’n, 323 U.S. 548 (1945); FPC v. Hope Natural Gas Co., 
320 U.S. 591, 603 (1944) (regulation under the parallel provisions of the Natural Gas Act does not ensure that the 
business will produce net revenue). 

Request at 31. Specifically, FES asks that the Emergency Order apply to unregulated “nuclear and coal-fired 
generators located within the PJM footprinf ’ that are compliant with environmental laws and possess certain levels of 
on-site fuel storage. Id. 
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imposing non-market prices on uneconomic assets. FES’s assertion that these actions would result 
in “just and reasonable rates” ignores decades of FERC precedent. 

FES’s Request does not stop with a request for cost-based compensation; it also asks that 
recent impairments/write-downs, taken by FES and other asset owners consistent with accounting 
standards, be ignored in cost-of-service calculations. In Footnote 172 of the Request, FES states 
that “the traditional cost-of-service model needs to be modified” to be additionally favorable to 
FES and other generators. FES contends: 

Certain nuclear and coal-fired units have, for financial reporting purposes, impaired the 
generating asset values based on the expectation that market revenues would not be 
sufficient to provide a return of and on invested capital. The fact that these assets were 
impaired for financial reporting purposes does not change the amount that was invested in 
the plant nor does it relieve their owners from their obligations to bondholders. As a result, 
the traditional cost-of-service model needs to be modified to allow cost recovery based on 
pre-impairment asset values or it needs to modified to allow a return on equity on the post¬ 
impairment asset value with an additional allowance for recovery of maturing debt in 
addition to interest expense. 


Even in situations where nuclear and coal-fired units have taken impairments—writing off 
the value of the asset—FES requests full cost-based recovery, even on the value of the write-down. 
Put simply, FES wants the Department to (1) magically restore, in contravention of FERC 
precedent, the full value of its assets; and (2) dictate that customers pay for FES shareholders to 
earn a “fair return on equity” of this full value. FES provides no support for this aspect of its 
Request. 

On the merits, this Request should fail for many of the same reasons FERC rejected the 
proposed rulemaking in its Grid Reliability and Resilience Pricing rulemaking proceeding at 
Docket No. RM18-1-000. It is fundamentally unfair to require customers to fund FES and other 
generators’ “double dip”—benefitting from “original” asset value even after impairing the assets. 

Request at 31-32, fn. 172 (emphasis added). 
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FES has failed to demonstrate that its chosen units are actually needed to serve load and has failed 
to explain whether its proposed compensation should be net of market revenues. Further, its 
proposed solution, implemented by an emergency order, would neglect the cost controls imposed 
by proper cost-based ratemaking. 

Energy customers in the PJM Region have already shouldered the costs of paying the asset 
owners at least once through regulated rates (return of, and on, capital investment), again through 
stranded cost recovery in several states, and once more when high natural gas prices in the mid- 
2000s drove energy market prices to higher levels. Now that these same energy customers are 
beginning to realize some benefit from Eocational Marginal Pricing (“LMP”) occasioned by drops 
in natural gas prices, FES asks for an Order declaring an “emergency” and providing 
unprecedented and unlawful relief The hyperbole and language of “crisis” used by FES reflects 
a desperate attempt by FES to prop up certain failing assets and deliver to its shareholders an 
investment return to which they are not entitled. The Request seeks relief that is impermissible; 
the Request should be denied. 

C, FES Has Not Substantively Demonstrated that an Emergency Exists, 

An emergency is “an unexpected inadequate supply of electric energy which may result 
from the unexpected outage or breakdown of facilities for the generation, transmission or 
distribution of electric power.”^^ Emergencies are caused by: (1) weather conditions, (2) acts of 
God, (3) unforeseen, unpreventable circumstances, (4) sudden increase in customer demand, (5) 
inability to obtain adequate amounts of the fuels necessary to generate electricity, or (6) regulatory 
action prohibiting certain power supply facilities.FES has failed to demonstrate “a specific 


lOC.F.R. § 205.371. 
“ lOC.F.R. § 205.371. 
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inadequate power supply situation” caused by any of those scenarios.Economic circumstances 
resulting from a changing generation resource landscape do not constitute a sudden emergency 
requiring immediate action. In response to FES’s Request, PJM stated: “without reservation there 
is no immediate threat to system reliability.”^'^ 

1, PJM is not facing premature retirements of coal and nuclear 
generating facilities; rather, units are retiring due to correct economic 
signals. 

In the Request, FES argues that FERC and PJM are allowing premature retirements of coal 
and nuclear generating facilities and argue immediate action is necessary to avert a crisis. Despite 
FES’s claims to the contrary, capacity reserve margins are ample in the PJM Region. Retirement 
decisions have been based upon fundamental economics, involving many generation facilities that 
have reached the end of their normal lives. These retirements cannot be accurately characterized 
as prematureP Nuclear units that have retired have done so based upon multiple factors, including 
equipment repairs that became unfeasible. Further, the minimal use of Reliability Must Run 
(“RMR”) agreements demonstrates that the organized market regions are by no means facing the 
loss of critical generation facilities. 

a. Ample capacity reserve margins in PJM demonstrate that 
retirements have not been premature. 

In PJM, the most recent BRA for capacity, for the 2020/2021 Delivery Year, cleared 
reserves of 23.3 percent—or 6.7 percentage points higher than the targeted minimum required 
reserve level of 16.6 percent.^^ The fact that 165,109.2 megawatts (“MW”) of unforced capacity 


lOC.F.R. § 205.371. 

5'* PJM Letter to Secretary Perry re FES’s Request for Emergency Relief under Section 202 of the Federal Power Act 
at 1 (Mar. 30, 2018). 

55 See Request at 12. 

5^ See 2020-2021 BRA Results, available at https://www.pim.eom/~/media/markets-ops/rpm/rpm-auction-info/2020- 
2021 -base-residual-auction-report.ashx (last accessed Apr. 5, 2018). 
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producing reserves of 23.3 percent in PJM cleared in the BRA does not even tell the whole story.^^ 
The amount of capacity in PJM greatly exceeds the amount of cleared resources, with a total of 
189,917.8 MW of capaeity offered into the 2020/2021 BRA. Resources that were eligible to 
participate in the auction exceeded this amount, and totaled 212,995.6 MW.^* By any measure, 
PJM does not face a capacity shortfall. 

Interconnection queues for new generation facilities are also quite robust. For example, 
based upon a recent report, there are over 60,000 MW of new generation resources in various 
stages of PJM’s interconnection queue.The fact that most of this new generation is planned as 
renewable or gas-fired resources simply reflects the current eeonomics of constructing new 
generation facilities. Clearly, recent attempts to construct new coal-fired and nuclear facilities 
have not proved to be great success stories.Under these eireumstanees, and given continued and 
projected low natural gas prices, it logically follows that interconnection queues are dominated by 
renewable and gas-fired generation facilities. While not all planned generation facilities in the 
queue will ultimately be placed in service, many of them will be. This reality is not refleeted 
anywhere in the FES Request. 

Clearly, there is no current or imminent shortage of generation resources that warrants any 
action, much less the type of action contemplated in the Request. The fact that some existing coal- 


Id. 

^^Id. 

PJM Interconnection, L.L.C., PJM Interconnection Queue Status & Statistics Update Database 
Snapshot on 04/24/2017 at 16 (May 4, 2017), available at http://www.pini.com/-/media/committees- 
groups/cominittees/pc/20170504/20170504-itein-12-pim-queue-status-update.ashx (last accessed Apr. 4, 2018). 

“ See The Post and Courier, Two identical nuclear projects, one in Georgia and one in South Carolina. 
Only one survived (Oct. 29, 2017), available at http://www.postandcourier.com/news/two-identical-nuclear-proiects- 
one-in-georgia-and-one-in/article 4954353a-b8f6-lle7-be85-041791366a7.html (last accessed Apr. 4, 2018). 
See also Mississippi Public Service Commission, Mississippi Power Company to Suspend 
Lignite Coal Gasification at Kemper Co. Power Plant (June 28, 2017), available at 

http://www.psc.state.ms.us/mpsc/press%20releases/2017/Mississippi%20Power%20Companv%20to%20Suspend% 

20Lignite%20Coal%20Gasification%20at%20Kemper%20Co.%20Power%20Plant.pdf . 
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fired and nuclear generating facilities have recently retired, or plan in the near future to retire, is 
simply a function of market economics. 

b. Many coal-fired generation facilities have reached the end of their 
remaining useful life, triggering retirement. 

Nationwide, the coal units that were retired in 2015 were mainly built between 1950 and 
1970, and the average age of those retired units was 54 years. The rest of the coal fleet that 
continues to operate is relatively younger, with an average age of 38 years.The coal units retired 
in 2015 also tended to be smaller than the rest of the coal fleet. The net summer capacity of the 
average retired coal unit was 133 MW, compared with 278 MW for the average coal units still 
operating.^^ Coal plants in these vintages have a typical design life of between 30 to 40 years. 
Thus, the coal-fired power plants that have recently retired are beyond their design life,^^ and their 
smaller size makes them generally less economic to run. This reality is not reflected in the FES 
Request. 

c. Nuclear plant retirements have been driven by economics, local 
politics, and equipment failures. 

FES argues that PJM does not value resiliency and therefore does not appropriately 
compensate resources like nuclear and coal. An examination of recent nuclear plant retirements 


Given the current market disincentives, this process makes intuitive sense. With lower wholesale prices of 
electricity due to falling natural gas prices and increasing low marginal cost renewables, coal and nuclear plants make 
less money and become increasingly financially distressed. Eventually, dismal revenue projections and falling profits 
lead to a management decision to shed unprofitable assets. While other issues—including increasing environmental 
burdens for coal and rising operating costs for nuclear—were contributing factors, the core issue boils down to 
economics. If wholesale electricity prices were higher, for example, it would be profitable for a coal plant to install 
new emission scrubbers and the magnitude of coal and nuclear retirements would be lower. Murray Energy Comments 
at 19 (emphasis added). 

® See EIA Mar. 8, 2016 Electric Generator Inventory. 

^ See American Public Power Association, Michigan’s Lansing BWL to close coal-fired power plant by end of2025 
(Aug. 25,2017), avm/gfc/e at https://www.publicpower.org/periodical/article/michigans-lansing-bwl-close-coal-fired- 
power-plant-end-2025 (last accessed Apr. 4, 2018). 

“ See Power, America’s Aging Generation Fleet (Jan. 28, 2013), available at http://www.powermag.com/americas- 
aging-generation-fleet/?printmode= 1 (last accessed Apr. 4, 2018). 
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nationwide supports the eonclusion that the retirements have been driven by eeonomies and 
equipment failures that proved too costly to repair, or resulted from negotiations with state or local 
officials who were concerned over continued operation of the facilities.®^ 

In the PJM territory, Exelon Corporation agreed to cease electric generation operations at 
the Oyster Creek Generating Station by December 31, 2019. The agreement was part of a 
negotiated settlement with the State of New Jersey intended to ensure that water withdrawals from 
Bamegat Bay for cooling purposes and discharges from the plant did not damage the ecological 
health of the Bay.®^ 


This trend is not isolated to PJM. In January of 2017, Entergy announced that it had reached an agreement with the 
State of New York to shut down the Indian Point nuclear station by 2021 rather than continuing to fight legal battles 
over renewal of licenses. See Entergy, Entergy, NY Officials Agree on Indian Point Closure in 2020-2021 (Jan. 9, 

2017) , available at http://www.entergvnewsroom.com/latest-news/entergv-nv-officials-agree-indian-point-closure- 

2020-2021/ (last accessed Apr. 4, 2018). Entergy also cited economic factors as contributing to the decision to shut 
down the facility. Dominion Energy elected to close the Kewaunee Power Station in Wisconsin in 2013 after failing 
to find a buyer. See USA Today, Kewaunee County ready to move on after nuclear plant closing 
(July 12, 2017), available at https://www.usatodav.eom/storv/news/investigations/2017/07/12/kewaunee-nuclear- 
plant-closing/1035985Q6/ (last accessed Apr. 4, 2018). Dominion said the decision was based purely 
upon economics, as the plant lacked economies of scale and falling natural gas prices had lowered 
wholesale power prices. Owners of the San Onoffe nuclear power plant made the decision to close the facility 
in 2013, after a project to replace steam generators went poorly. See The Orange County Register, San Onofre nuclear 
plant to shut permanently, Edison says (June 8, 2013), available at http://www.ocregister.com/2013/06/08/san-onoffe- 
nuclear-plant-to-shut-permanently-edison-says/ (last accessed Apr. 4, 2018). Duke Energy announced in 2013 
that it would close the Crystal River nuclear facility in Florida after construction workers cracked the wall 
of the containment building during a project to replace steam generators. See Tampa Bay Times, Duke Energy 
announces closing of Crystal River nuclear power plant (updated Feb. 11, 2014), available at 

http://www.tampabav.com/news/business/energv/duke-energv-announces-closing-of-crvstal-river-nuclear-power- 

plant/1273794 (last accessed Apr. 4, 2018). Pacific Gas & Electric Co. announced in June 2016 that it would shut 
down its Diablo Canyon nuclear reactors when their operating licenses expire in 2024 and 2025. However, the 
decision to shut down the reactors was the result of a negotiated settlement with environmental organizations. See 
Los Angeles Times, PG&E to close Diablo Canyon, California’s last nuclear power plant (June 21, 2016), available 
at http ://www.latimes.com/business/la-fi-diablo-canvon-nuclear-20160621 -snap-story html (last accessed Apr. 4, 

2018) . Vermont Yankee Nuclear Power Station closed in December 2014. Entergy’s decision to shut down the 
facility resulted from negotiations with state officials who objected to continued operation of the facility. See State 
of Vermont Public Service Department, Brief History of Vermont Nuclear Power (2017), available at 
http://publicservice.vermont.gov/content/nuclear decommissioning citizens advisory panel ndcap/history . 

Entergy announced in December 2016 that it planned to close the Palisades nuclear generating facility in Michigan 
on October 1, 2018. On September 28, 2017, Entergy announced it was reversing its decision and would operate the 
facility at least until the spring of 2022. See Entergy, Entergy to Continue Operating Palisades Power Plant Until 
Spring 2022 (Sept. 28, 2017), available at http://www.palisadespower.com/entergv-to-continue-operating-palisades- 
power-plant-until-spring-2Q22/ (last accessed Apr. 4, 2018). 

See State of New Jersey Department of Environmental Protection, Comprehensive Plan of Action 
Item #1 Close Oyster Creek Nuclear Power Plant (last updated June 16, 2016), available at 
http://www.ni.gov/dep/barnegatbav/plan-ovstercreek htm . 
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These decisions to operate or close existing reactors illustrate that nuclear plant retirements 
are not being driven by RTO power market rules and, thus, the relief being sought by FES would 
have no impact on those closures. In some cases, local politics and equipment failures have led to 
decisions to retire or to continue to operate nuclear generating facilities. In fact, three of these 
closures (Kewaunee, San Onofre, and Crystal River) are not even located in regions of the country 
that would be subject to the Emergency Order. Thus, the claim that “PJM has done little to prevent 
this emergency,” or that RTO market rules are driving premature nuclear plant retirements does 
not withstand scrutiny.^^ 

d. The use ofRMR agreements has been infrequent 
The RMR process provides PJM with the ability to keep essential assets online if, and only 
to the extent that, a reliability problem exists. PJM does use this process on occasion when needed. 
However, PJM has used the process infrequently, further confirming that generation needed for 
reliability or “resilience” is not retiring and certainly not retiring prematurely.^^ 

The nation is not facing premature retirements of coal and nuclear generating facilities; 
rather, these generating units are retiring due to correct economic signals or for reasons completely 
unrelated to PJM market rules. Not only is there no emergency, but PJM’s process is working by 
facilitating the exit of uneconomic and inefficient old generation and facilitating the entry of 
economic and efficient new generation. It would be inappropriate for the Secretary to issue an 
Emergency Order that would fundamentally disrupt the entry and exit signals that are currently 
being provided by the PJM market. 


See Request at 1. 

® American Manufacturers Comments at 34-39. 
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2, The recent Bomb Cyclone weather events and resulting NETL Report 
do not justify FES’s request for DOE to prop up uneconomic coal and 
nuclear units in PJM, 

In its Request, FES relies heavily on a reeently released a DOE-sponsored National Energy 
Teehnology Eaboratory report (“NETE Report”)^® The NETE Report states that some coal-fired 
generating units were a prominent example of “resilience in action” in PJM during the “Bomb 
Cyclone” winter weather events in late December 2017 to early January 20187' However, the 
NETE Report’s conclusion about the resiliency of existing coal units in PJM is based on a limited 
comparison between the increase in coal generation during the Bomb Cyclone and the level of 
generation from December 1 through 26, 2017 from other resources7^ Importantly, the NETL 
Report includes an upfront disclaimer indicating that it only represents “the views and opinions of 
authors” that “do not necessarily state or reflect the those of the United States Government or any 
agency thereof. 

Despite EES’s claims, the NETL Report does not show that “immediate action” by DOE 
is necessary to prop up uneconomic coal and nuclear units.Prior to the Bomb Cyclone, many 
coal generation units were idle or only partially utilized because they were uneconomic and too 
costly to operate. The increase in coal generation during the Bomb Cyclone shows only that those 
coal generators are uncompetitive unless electricity and gas prices increase significantly.^^ Instead 
of measuring resilience in PJM, the NETL Report “simply finds which energy sources are the most 


™ See Request at 4-9 (citing National Energy Technology Laboratory, Reliability, Resilience, and the Coming Wave of Retiring 
Baseload Units Voliune 1: The Critical Role of Thermal Units During Extreme Weather Events (Mar. 13,2018) (“NETL Report”), 
available a t https://www netldoe. gov/researcb/energv-analvsis/search-publications/vuedetails?id=2594 . 

NETL Report at 12. 

See NETL Report at 12. 

See NETL Report, Disclaimer page. 

See Sierra Club Comments at 12-15 (submitted Mar. 30, 2018 to the DOE in response to FES’s Request). 

Sierra Club Comments at 13. 
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expensive.Thus, FES’s relianee on the NETL Report’s eursory assessment that many eoal units 
in PJM are expensive fails to support FES’s claim that those units are critically needed to meet 
demand or ensure resiliency or reliability. 

Essentially, the NETE Report provides an assessment of the present supply curve in PJM 
and highlights that as load increases, RTOs move up the supply stack and increasingly commit 
higher cost, lower efficiency units.The NETE Report appears to misconstrue typical generation 
operation of coming on-line when market forces are such that the price being paid for electricity 
is greater than the cost for the unit to produce electricity as somehow equating that to a herculean 
effort at providing grid resilience. Such an assessment ignores the fact that in most cases, the 
generation coming on-line is receiving a capacity market payment collected from consumers to 
provide standby service and be ready to provide output when demand or prices are high. While it 
is admirable that units residing in the portion of the supply stack were called on and operated as 
obligated, it is no less important to recognize that there likely remained higher priced units in the 
supply stack that were not required to operate during the Bomb Cyclone but none-the-less also 
received a capacity payment for the standby service that was provided. 

Reliance on an assessment of resilience simply based on a cursory review of increased 
generation output overlooks other data points that qualify the increased output. As PJM noted, 
combined, 28% of its coal and oil units with on-site fuel inventories reported issues with fuel 


Sierra Club Comments at 13 (citing Michael Goggin, Fossil Lab Misses Mark in Cold Weather “Resilience” Report, (Mar. 
28,2018), available a t http://sustainableferc.org/fossil-lab-misses-mark-in-cold-weather-resilience-reporl/.) 

See NETL Report at 12-18. 
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resupply due to fuel transportation eonstraints from a contribution from coal plants, with coal units 
most frequently reporting delays due to frozen rivers and increased barge traffic.^* 

Additionally, as it relates to PJM, the NETL Report seems to value the inability of coal 
plants to cycle during lower priced overnight hours or lower load days of the Bomb Cyclone and 
equates this inflexibility to increase resilience contribution. NETL correctly identified cycling of 
natural gas units during the Bomb Cyclone but failed to acknowledge that the flexibility afforded 
by units that can cycle over holidays, lower load weekend periods, and overnight hours is a 
desirable characteristic that results in more efficient power market operations.In fact, based on 
the average daily generation output metric that is used in NETL to purportedly assess plant 
performance and resilience contribution value, this metric is likely skewed significantly due to 
desired cycling of the natural gas and oil units, and its value as a meaningful metric is questionable. 

As explained in Sierra Club’s comments in response to EES’s Request, PJM is and has 
been effectively ensuring system reliability and resilience during a time of shifting energy and 
generation resources.During the Bomb Cyclone, PJM explained that “the grid and the 
generation fleet performed well” and that “[e]ven during peak demand, PJM had excess reserves 
and capacity. The NETL Report does not demonstrate that, after the retirement of certain coal 


PJM Interconnection, PJM Cold Snap Performance Dec. 28, 2017 to Jan. 7, 2018 (Feb. 26, 2018) at 16, available at 
http://www.pim.com/-/media/librarv/reports-notices/weather-related/20180226-ianuarv-2018-cold-weather-event- 

report, ashx.). 

See NETL Report at 15 (“wide swings in hourly output of up to 4 GW imply that increment was met by cycling 
natural gas combined cycle units”). 

See Sierra Club Comments at 15. 

Sierra Club Comments at 15 (citing PJM Interconnection, PJM Cold Snap Performance Dec. 28,2017 to Jan. 7,2018 
(Feb. 26, 2018), available at http://www.pim.com/-/media/librarv/reports-notices/weather-related/20180226-ianuarv-2018- 
cold-weather-event-report, ashx.). 
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units, PJM will be unable to procure sufficient generation capacity to meet its reserve margin 
requirement from new or existing resources. 

Importantly, the NETL Report does not measure resiliency and does not constitute a formal 
and thorough determination on resiliency. A full-scale measure and evaluation of resiliency and 
the range of threats to the bulk power system is occurring in the FERC Grid Resilience 
proceeding. 

3, The Polar Vortex does not justify FES’s request for DOE to prop up 
uneconomic coal and nuclear units in PJM. 

a. PJM has already adopted changes in response to the 2014 Polar 
Vortex. 

FES argues that the 2014 Polar Vortex (and associated cold weather spikes) justifies its 
request for DOE emergency action to ensure the continued operation of certain existing nuclear 
and coal generation facilities.PJM has already initiated and adopted changes in response to the 
2014 Polar Vortex. Thus, FES fails to reconcile its Request for an Emergency Order with the 
many market rule changes and generation performance enhancements that have already been 
implemented and have demonstrated improved system performance.^"^ Instead, PJM invokes the 
Polar Vortex simply to argue for prolonged operations of certain coal and nuclear units because 
electric supply from nuclear and coal-fired generators is critical during cold weather events. 

b. The 2014 Polar Vortex demonstrates that lessons learned have 
been successful. 

The two regions most directly impacted by the 2014 Polar Vortex have already undertaken 
detailed reviews and have implemented market rule changes to forestall a repeat performance of 

See Grid Resilience in Regional Transmission Organizations and Independent System Operators, Docket Nos. 
AD18-7-000;5eeR-18-07 

Request at 5, 9, 17. 

See Sierra Club Comments at 10-12 (arguing that the Polar Vortex does not justify FES’s request for DOE to prop 
up uneconomic coal and nuclear units in PJM). 
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the operational issues that ehallenged grid performanee in 2014.^^ PJM has implemented 
numerous ehanges to its market rules that inelude its Capaeity Performanee eonstruet and ehanging 
the timing of its day-ahead seheduling deadlines to provide gas-fired generators a better ability to 
submit timely pipeline nominations.^^ ISO New England has also implemented market rule 
ehanges that inelude its forward eapaeity market pay-for-performanee rules.Even regions not 
direetly stressed by the 2014 Polar Vortex have used it as a “lessons learned” experienee and have 
taken steps to improve market funetionality. Eor example, New York ISO has initiated ehanges to 
its shortage prieing rules and improved operational monitoring on fuel availability.^^ MISO has 
implemented over 20 speeifie steps to reduee risks assoeiated with grid operation during extreme 
weather events. 

Even though not all of the market rule ehanges have been implemented, the ehanges 
implemented prior to the winter of 2015 have already demonstrated a marked improvement in 
system performanee. The winter of 2015 was remarkably similar to weather in 2014 as deseribed 
by PJM; 

The winter of 2015 was marked by eold temperatures similar to the winter of 2014 
- with the eoldest temperatures experieneed during Eebruary 2015 throughout the 


The 2014 Polar Vortex and earlier severe winter weather conditions did, however, highlight operational issues that 
contributed to the forced outages and poor performance, and compelled examination of the underlying causes and 
remedies. The regions most affected—PJM and ISO-NE—undertook detailed reviews to rectify those issues. PJM 
and ISO-NE each found that most, if not all, of the operational issues could be addressed if generation suppliers made 
investments in weatherization or increased operating budgets and commitments for future fuel deliveries. Both regions 
proposed (and the Commission generally accepted) market solutions that: (1) pay generation resources for better 
performance and allow recovery of investment in operational reliability of the resource, including forward fuel costs; 
and (2) impose a strong monetary penalty for poor performance—with limited to no exceptions. Comments of the 
ISO/RTO Council at 21, Grid Reliability and Resilience Pricing, Docket No. RM18-1-000 (Oct. 23, 2017) (“ISO/RTO 
Council Comments”). 

PJM Comments, Appendix A at 3-7, Grid Reliability and Resilience Pricing, Docket No. RM18-1-000. 

Comments of ISO New England Inc. at II, Grid Reliability and Resilience Pricing, Docket No. RMI8-I-000 
(Oct. 23,2017). 

** Comments of the New York Independent System Operator, Inc., Attachment at 5, Grid Reliability and Resilience 
Pricing, Docket No. RMI8-I-000 (Oct. 23, 2017). 

MISO Comments, Attachment A at 20, Grid Reliability and Resilience Pricing, Docket No. RMI8-I-000. 
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entire PJM footprint. Numerous eities aeross PJM hit their daily low-temperature 
reeords during February 2015. Due to the low temperatures and assoeiated high 
electrieity demand for heating needs, PJM set a new wintertime peak demand 
reeord of 143,086 megawatts the morning of Feb. 20 (hour ending 0800). The new 
peak reeord surpassed the previous all-time winter peak of 142,863 MW set 
Jan. 7, 2014. Some of the individual transmission zones within the PJM footprint 
also set all-time record winter peaks. 

In addition to the extremely cold temperatures, PJM also reviewed effective 
temperatures or wind chill data, for select cities throughout the footprint for both 
2014 and 2015. This analysis indicated January 2014 actually felt colder just about 
everywhere when compared to 2015, especially in Columbus, Cleveland and 
Chicago, where effective temperatures were between 14 and 16 degrees warmer in 
2015. The significant wind chill experienced during 2014 could have contributed 
to the higher amount of generator forced outages encountered in 2014. By 
comparison, the less severe warmer effective temperature, wind chill, in 2015 may 
have contributed to improved generator performance.^*’ 

PJM reported improved system performance in 2015 notwithstanding the fact that certain market 

rule changes, such as its Capacity Performance rules, had not been implemented; 

Generator performance in February 2015 showed improvement, with forced outage 
rates better than in January 2014. For the morning of Feb. 20, 2015, when PJM 
reached a new all-time winter peak, the forced outage rate was 13.4 percent, 
representing 24,805 MW of generation forced out of service. Although the 2015 
winter peak forced outage rates represent an improvement over the 22 percent 
forced outage rate during the Jan. 7, 2014, peak, the 2015 rates were still above 
historical “normal” winter peak outage rate of between 7 and 10 percent. The 
performance improvements of winter 2015 over 2014 are attributed to steps PJM 
and generation owners initiated after the winter of 2014 experience: pre-winter 
operational testing for dual-fuel and infrequently run units, a winter-preparation 
checklist program, better communication of fuel status and increased coordination 
with natural gas pipelines. 

A total of 168 units (9,919 MW) participated in the pre-winter operational testing. 

Units that participated in the pre-winter operational testing had a lower rate of 
forced outages compared to those that did not test.^’ 


PJM Interconnection, L.L.C., 2015 Winter Report at 5 (May 13, 2015), available at http://www.pini.com/- 
/media/librarv/reports-notices/weather-related/2Q 150513 -2015-winter-report.ashx?la=en. 

Id. at 5-6. 
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Other RTOs/ISOs have also reported improved operational performanee due to market rule 
changes that were implemented following the 2014 Polar Vortex.Given the improved system 
performances resulting from the successful implementation of lessons learned from the 2014 Polar 
Vortex, FES fails to explain why reliance on cold weather occurrences during the 2014 Polar 
Vortex now provides an evidentiary basis for out-of-market subsidies to prolong the continued 
operation of certain coal-fired and nuclear generating facilities. 

4, The bankruptcy filing by FES, subsequent to its Request to DOE, 
undermines FES’s claims of “emergency,” 

On March 29, 2018, FES filed the instant Emergency Order Request with DOE. In FES’s 
request, FES explained that it would likely file for bankruptcy at the end of March 2018.^^ On 
March 31,2018—a mere two days after its Emergency Order Request — FES filed for bankruptcy 
in the U.S. Bankruptcy Court for the Northern District of Ohio.^"^ FES’s bankruptcy filing and the 
convenient foreshadowing of such bankruptcy two days earlier in the Emergency Order Request 
was a strategic business decision — not the result of an unforeseen and uncontrollable emergency. 
Thus, the planned bankruptcy filing by FES right after FES’s Request to DOE undermines any and 
all claims of “emergency” by FES in the DOE request. Furthermore, the bankruptcy filing in fact 
solidifies and affirms FES’s abuse of Section 202(c) of the Federal Power Act by engaging the 
DOE (and requiring the expenditure of resources by numerous stakeholders in the hours and days 
after FES’s Emergency Order Request). The DOE should outright reject FES’s request. It is not 
PJM’s nor PJM’s stakeholders’ responsibility to help mitigate, resolve, or ameliorate FES’s 
business and financial decisions that eventually gave way to FES’s bankruptcy filing. 


ISO/RTO Council Comments at 21-22, Grid Reliability and Resilience Pricing, Docket No. RM18-1-000. 
Request at 8, 20, fn. 121. 

See http://www.cleveland.com/business/index.ssf720 1 8/03/firstenergv solutions bankrupt html . 
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5, On-site fuel supply is not a significant contribution to reliability and 
resilience, 

FES argues that nuclear and coal-fired units are “the backbone of the electric system” 

because they are designed to run “24/7” with 25 days of on-site fuel availability. However, the 

assumption that a significant on-site fuel supply contributes to grid reliability and resilience is 

contradicted by factual history. Comments submitted by The Rhodium Group, EEC (“Rhodium”) 

to the grid resiliency rulemaking in RM18-1-000 support this conclusion. Relying upon data 

submitted to the EIA on Eorm OE-417 reports since the beginning of 2012, Rhodium found that: 

[bjetween 2012 and 2016, utilities reported roughly 3.4 billion customer-hours 
impacted by major electricity disruptions. 96% of those lost service hours were due 
to severe weather (Eigure 2). Euel emergencies or deficiencies at power plants 
resulted in 2,382 customer hours of lost service or 0.00007% of the total. 2,333 of 
those customer hours were due to one event in Northern Minnesota in 2014 
involving a coal-fired power plant. 

Rhodium determined that the vast majority of customer outages were the result of damaged 

distribution facilities. Thus, on-site fuel supply contributes little, if anything, to actual reliability 

and resilience. Eurther, the relatively short duration of most disruptive events undermines EES’s 

argument that 25 days of on-site fuel availability will ensure reliability and resilience. 

D, If Reliability Concerns Were to Arise, PJM Has in Place Adequate Processes 
For Addressing Those Concerns, 

PJM’s generation deactivation process adequately evaluates all generation retirements for 
an adverse impact on reliability. In its Open Access Transmission Tariff and in PJM Manual 14D, 
PJM describes a detailed process that must follow when a generation retirement is announced. 
After such an announcement, a timetable begins in which PJM initiates an analysis and explores 


Rhodium Comments at 3, Grid Reliability and Resilience Pricing, Docket No. RM18-1-000 (Oct. 23, 2017) 
(emphasis added). 

'>^Id. at 2. 
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transmission solutions to enable power to continue to reliably flow to customers.Generator 
retirements are also included in PJM’s Regional Transmission Expansion Planning (“RTEP”) 
process. PJM utilizes criteria to identify potential transmission system problems due to specific 
retiring. PJM may order transmission upgrades to keep the grid reliable in response to generator 
retirements. 

PJM has in place Tariff provisions that provide adequate compensation for units that 
determined to be RMR units. Attachment K Appendix Section 6 is entitled “Must-Run Eor 
Reliability Generation” and addresses PJM’s RMR process. The RMR process provides PJM with 
the ability to keep essential assets online. The RMR process is described in greater detail in Section 
9.2 of PJM Manual 14D. 

Under PJM Manual 14D, PJM may request a generating unit to operate past its desired 
deactivation date. Upon this notice, the generator may file with FERC for full cost recovery; 
alternatively, the generator owner may elect to receive avoidable cost compensation as per Part V 
of the PJM Tariff.^^ 

PJM has used the RMR process infrequently, indicating that generation needed for 
reliability or “resilience” is not retiring and certainly not retiring prematurely.^^ However, these 
processes provide PJM the tools to make it economic to keep generators online when necessary 
for grid reliability. This process, and PJM’s careful management of the grid, negate the need for 
an Emergency Order by the Department. 


See PJM Manual 14D: Generator Operational Requirements § 9.1. See also http://leam.pim.com/tliree- 
priorities/planning-for-the-fliture/explaining-power-plant-retirements.aspx. 

PJM Manual 14D § 9.2. 

American Manufacturers Comments at 34-39, Docket No. RM18-1-000. 
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E, If Granted, the Request Would Unnecessarily Raise Energy Prices For 
Consumers and Directly Undercut the Tremendous Economic Advantage to 
the United States from Natural Gas Shale Plays, 

FES’s Request to DOE seeks to impose enormous unnecessary energy costs on the 
American public. The advent of low priced natural gas specifically, and energy prices generally, 
has been, and continues to be, a monumental opportunity for the nation’s energy consumers. Low 
natural gas prices and the resulting low energy prices in LMP-based markets provide a tremendous 
economic advantage to energy-intensive businesses. These businesses contribute in meaningful 
and tangible ways to the communities in which they are located. The natural gas Shale Plays have 
spearheaded a “Manufacturing Renaissance” in the United States. Requiring customers, including 
energy-intensive businesses, to subsidize (apparently indefinitely) large amounts of uneconomic 
generation sources would directly undercut this opportunity for economic growth and impede the 
ability of market forces to naturally select successful generation resources. 

The economic benefits of shale gas production are real and tangible. The lower price of 
natural gas translates into lower priced electricity. As stated in The Economist, “In principle, all 
American companies and consumers benefit from lower energy prices. The effect may not always 
be big enough to spur heavy new investment, but it might be sufficient to keep American factories 
with high labor costs going in the face of foreign competition.”^®^ Economists at Citigroup and 
UBS predict that shale gas will lift America’s Gross Domestic Product (“GDP”) growth by half a 
percentage point a year.'®' Indeed, less expensive energy is cited as one factor by those who have 
predicted a manufacturing renaissance in America.'®^ 


The Economist, Deep sigh of relief (Mar. 16, 2013), available at https://www.economist.com/news/special- 
report/21573279-shale-gas-and-oil-bonanza-transforming-americas-energv-outlook-and-boosting-its (last accessed 
Apr. 3, 2018). 

Id. 
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Natural gas markets have been found to be less integrated eompared to markets for other 
fossil fuels. As sueh, U.S. natural gas prices have fallen sharply and are effectively decoupled 
from those in the rest of the world. This offers the United States a concrete competitive advantage. 
If energy-intensive customers are required to subsidize uneconomic coal and nuclear generators 
that the RTOs have already found to be unnecessary for reliable operations, the competitive cost 
advantage that the Shale Plays have brought will be undercut. Simply put, the tax on businesses 
produced by FES’s Emergency Order—if it were to be approved—^would increase energy costs 
and would make those regions that must pay the new tax less attractive for businesses to locate or 
expand their operations. 

Other studies have linked American natural gas development with strengthening the U.S. 
economy and making domestic manufacturing more competitive.''^^ A report from the University 
of Michigan found that more than 200 mostly U.S.-based companies have participated in 
“onshoring” during the prior four years, motivated in part by the availability of less expensive 
natural gas.''*"' Researchers at the Eondon School of Economics found the estimated effect of the 
shale gas boon on gross output, employment, and capital investment within energy-intensive 
sectors is “positive throughout and significant.”'*'^ Their research showed that the “shale gas 
boom” led to a “relative expansion of energy intensive manufacturing in the U.S.”'**^ Similarly, 
the researchers found that U.S. manufacturing exports grew “by about 10 percent on account of 


See HIS CERA, Fueling the Future with Natural Gas: Bringing It Home (Jan. 2014), available at 
http://marcelluscoalition.org/wp-content/uploads/2Q14/Ql/Fueling-the-Future-Executive-Summarv-14Jan2014.pdf 

(last accessed Apr. 3, 2018). 

University of Michigan, Shale Gas: A Game-Changer For U.S. Manufacturing at 14 (July 2014), available at 
http://energv.umich.edu/sites/default/fdes/PDF%20Shale%20Gas%20FINAL%20web%20version.pdf . (last accessed 
Apr. 3, 20181. 

Centre for Economic Performance, On the Comparative Advantage of U.S. Manufacturing: Evidence from the 
Shale Gas Revolution at 24 (Nov. 2016), available at http://cep.lse.ac.uk/pubs/download/dpl454.pdf (last accessed 
Apr. 3, 2018). 

Id. at 32. 
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their energy intensity sinee the onset of the shale revolution. In short, the study found that the 
“priee differential between the U.S. eompared to Asia and Europe is thus likely to persist in turn 
helping to lift U.S. manufacturing.Granting FES’s Request could potentially affect the 
existing price differential and, thus, undercut U.S. manufacturing. 

Many view the United States as currently in the midst of an energy revolution. With such 
rapid fundamental changes afoot, it is reasonable to expect “winners” and “losers.” Eow natural 
gas prices may have an adverse impact on certain market participants, such as certain inefficient 
legacy coal units and single-unit nuclear plants. As a general matter, however, the shale gas 
revolution should be viewed as an opportunity to establish a competitive advantage as the vast 
majority of our nation’s economy that has benefited from lower energy prices. FES’s Request 
seeks an outcome that would undeniably increase both near-term and long-term energy costs for 
all customers, particularly energy-intensive businesses, while providing unprecedented financial 
security and subsidies to a discreet and limited class of market participants that own inefficient 
legacy units. Such a result cannot be viewed as sound public policy or as capable of producing 
just and reasonable rates, free from the Federal Power Act’s requirement that rates shall not be 
unduly discriminatory or preferential. In fact, such an approach threatens the economic outlook 
for all businesses that evaluate energy costs as a component of whether to site, maintain, or expand 
businesses in a particular region. 


at 33. 
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F, FES’s Argument that Energy Price Formation in PJM Does Not Adequately 
Compensate Baseload Resources is Invalid and Inappropriate in an 
Emergency Order Request; FES’s Argument on Price Formation is More 
Appropriately Presented and Examined in the Ongoing PJM Stakeholder 
Process, 

In its request, FES argues there is an urgent need for reforming energy market rules 
surrounding price formation in order to more appropriately compensate baseload resources like 
coal and nuclear facilities. Through its Request, FES seeks to undermine competitive markets 
and the series of the Commission’s orders seeking and promulgating open access and competitive 
wholesale energy markets. FES’s argument on energy price formation is more appropriately 
presented and examined in the ongoing PJM stakeholder process instead of in an emergency order 
request. 

1, Resilience is already a critical part of reliahility assessments. 

In comments to the Grid Resilience proceeding in AD18-7-000/RM18-1-00, PJM 
explained that it already considers resilience factors because many resilience actions are “anchored 
in...the existing reliability standards.”^Resilience is a critical part of reliability assessments; 
however, resilience is not a wholly distinct and separate concept. FES has not demonstrated that 
DOE or the Commission should carve out resilience and treat it as a discrete characteristic of 
wholesale electricity markets. Resilience is embedded within independent reliability standards 
that are promulgated and enforced by the North American Electric Reliability Council (“NERC”), 
the not-for-profit electric reliability organization that develops and enforces reliability standards 
and is subject to FERC’s oversight. NERC is well-positioned to provide intelligence, knowledge. 


Request at 8, 14, 16, 19, 27. 

PJM Comments, Docket No. AD 18-7-000 at 4 (filed Mar. 9, 2018). 
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metrics, and threat analyses to apply to resilience vulnerability and high-impact, low-frequency 
events that test grid resilience.^^^ 

PJM has explained that the PJM Bulk Electric System is safe and reliable today because it 
has been designed and operated to meet all applicable reliability standards. Therefore, the grid 
operator in PJM, tasked with ensuring reliability, does not contend there are safety and reliability 
issues in the PJM footprint. PJM, a non-profit service company, is better positioned to evaluate 
reliability issues and emergencies surrounding certain uneconomic generating units than FES. In 
a March 30, 2018 letter response to FES’s Request, PJM again affirmed: “PJM can state without 
reservation there is no immediate threat to system reliability.”'^^ 

2, FES has not demonstrated a dearth of capacity in PJM, 

Not only has FES failed to demonstrate a lack of capacity in PJM, but PJM has indicated 
that the opposite is the case.""' PJM’s study, PJM’s Evolving Resource Mix and System Reliability, 
released in 2017, stated that “[t]he expected near-term resource portfolio is among the highest- 
performing portfolios and is well equipped to provide the generator reliability attributes” based on 
the requirements of the PJM Open Access Transmission Tariff, the PJM Operating Agreement, 
the PJM Reliability Assurance Agreement, and applicable NERC reliability standards."^ Even as 
the potential future resource mix moves in the direction of less coal and nuclear generation, the 
PJM Evolving Resource Mix Study found generator reliability attributes of frequency response. 


See, e.g., NERC’s State of Reliability 2017 Report (June 2017), available at 
https://www.nerc.com/pa/RAPA/PA/Performance%20Analvsis%20DL/SOR 2017 MASTER 20170613.pdf 

"2 PJM Comments, Docket No. AD18-7-000 at 4 (filed Mar. 9, 2018). 

PJM Letter to Secretary Perry re FES’s Request for Emergency Relief under Section 202 of the Federal Power Act 
at 1 (Mar. 30,2018). 

'See American Manufacturers’ Comments at 31 -32 and n. 67. 

PJM Interconnection, L.L.C., PJM’s Evolving Resource Mix and System Reliability, at 4 (Mar. 30, 2017) (internal 
footnote omitted) (“PJM Evolving Resource Mix Study'"), available at http://www.pim.com/~/media/librarv/reports- 
notices/special-reports/2Q170330-pims-evolving-resource-mix-and-svstem-reliabilitv.ashx . 
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reactive capability, and fuel assurance may decrease while flexibility and ramping attributes 
increase.To be clear, PJM’s study identified areas of future attention, but the study did not 
suggest a reliability problem of such a magnitude that it needed to be addressed imminently. 

3, Energy prices are currently reflecting lower fuel prices, 

A fundamental characteristic of PJM’s LMP is that it drives short-term market outcomes 
toward pricing for all energy on the basis of the cost of the marginal unit, which is the least efficient 
unit, the unit with the most expensive fuel source, or both. In 2008-2009, when natural gas prices 
were high, customers shouldered the burden with respect to higher energy prices. During that time 
of record high LMPs, customers raised repeated concern, if not objection, that LMP drove short¬ 
term market outcomes toward pricing for all energy on the basis of high-priced natural gas.' The 
response then to customer concerns was effectively that “the market was the market,” with high 
prices being only a function of gas prices and nothing can or should be done to ameliorate high 
LMPs. With the shale gas revolution and abundant natural gas and low fuel prices, LMPs have 
reached historic lows. 

In PJM, the Independent Market Monitor has recognized that LMPs are low but that LMPs 
are not too low.'^^ PJM energy prices track closely with fuel prices and indicate an efficiently 
functioning market. Energy markets and capacity markets work together to allow resources an 
opportunity to recover their costs. In a time of low energy prices, it should not be surprising that 
the capacity market needs to do more “heavy lifting” to support ISO/RTO resource adequacy and 
reliability imperatives and return the “missing money” that was often cited as the initial need for 


PJM Evolving Resource Mix Study at 5. 

Id. at 15 (“The majority of short run marginal costs for power production are fuel costs.”). 

Testimony of Joseph Bowring Before the House Committee on Energy & Commerce, Subcommittee 
on Energy, State of Electricity Markets at 4 (Oct. 5, 2017), available at 

http://docs.house.gOv/meetings/IF/IF03/20171Q05/lQ6470/HHRG-115-IF03-Wstate-BowringJ-2Q1710Q5-U3.pdf 

IMM Comments at 15, Docket No. RM18-1-000. 
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capacity markets. Even with low energy priees, the PJM Independent Market Monitor has found 
that at least 50 pereent of all nuclear units recovered avoidable costs from all markets, including 
the capaeity markets. Based on the twelve months ending June 2017, at least 75 percent of all 
nuclear units recovered avoidable costs from all markets. 

It also warrants noting that several other initiatives have been implemented reeently that 
may have impacts on LMP in PJM, such as the Capacity Performance requirements, increasing the 
PJM energy offer price eap, allowing the triggering of transient shortages, and adding new steps 
to the operating reserve demand curve for shortage pricing. These changes should be given an 
opportunity to address any perceived eoncems that may still linger. For example, on 
September 21,2017, as reserve margins reduced and began to approach reserve requirements, PJM 
real-time LMP and reserve prices rose significantly due to the reeently implemented changes to 
the shortage pricing operating reserve demand curves. On this day, between 2:00 p.m. and 5:00 
p.m., more than half of the pricing for this period was impacted by a market change that triggers 
shortage pricing as reserves approach a reserve requirement rather than trigger shortage pricing 
only after reserve requirements have been violated.'^' This change to shortage pricing was 
implemented on July 12, 2017. 

4, Confidence in markets is tested when changes to energy market price 
formation can he viewed as a thinly veiled effort to provide price 
support for certain classes of resources. 

Confidence in markets is tested when changes to energy market price formation can be 
viewed as a thinly veiled effort to provide price support for certain classes of resources or certain 
market participants. Industrials advocated for restructuring over twenty years ago to allow the 


'20 W. at 18. 

'2' See PJM Interconnection, L.L.C., Real-time Market Results at 6 (Sept. 21, 2017), available at 
http://www.pim.eom/-/media/committees-groups/committees/oc/2Q171Q10/2Q17101Q-item-l 9-real-time-market- 

results.ashx. 
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market to discipline such market entry and exit; it is a fine line between adjusting market rules and 
engineering preferred pricing outcomes. Coal-fired units with an average age of 49 years old 
comprise the majority of capacity that is at risk of retirement. It is reasonable to query how long 
these assets should reasonably be expected to be operational. Without substantial evidence of 
reliability problems with the current time-tested approach to energy price formation, FES’s 
Request can reasonably be viewed as a reckless attempt to engineer preferred pricing outcomes to 
support certain legacy units. 

Low natural gas prices may have an adverse impact on certain PJM market participants 
but, as a general matter, the shale gas revolution should be viewed as a remarkably beneficial 
opportunity for this region to establish a competitive advantage for businesses. If the market was 
not allowed to develop during the first decade of the 2000s during a time of high natural gas prices, 
the shale gas revolution, shale finds, and associated technologies (all leading to today’s lower 
natural gas prices) may not have robustly developed. Unilaterally modifying energy price 
formation to benefit certain legacy units will increase, to some unknown degree, costs to 
customers, including businesses that evaluate energy costs as a component of whether to site or 
expand business in a particular region. Low energy prices send a signal that resources may be 
uneconomic and should retire—that is an efficient market result. Choosing certain higher cost 
generation technologies and not letting the market function could chill future investments in 
alternative energy technology and other resources. 

5, Unit inflexibility should not be used as an excuse to inflate energy 
prices. 

To the extent price formation is an issue that warrants attention, many fundamental issues 
must be considered before the bedrock of PJM’s energy markets is upset. LES’s characterization 

IMM Comments at 19-20, Docket No. RM18-1-000. 
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of the facts in its Request implies that certain inflexible resources are being required to operate at 
a loss. That is simply not the case. Inflexible coal or nuclear units serving load may operate at a 
loss during a particular hour, but PJM makes a unit that is dispatched whole over an entire day 
period; losses in some hours are netted with profits in other hours. 

In a nutshell, if the generation units were flexible, the units would be backed down or shut 
down when they became uneconomic to run. An approach that allows these inflexible resources 
to set prices does not comport with economic logic or the fundamentals of LMP. Simply put, 
inflexible units may operate and serve load, but, if the inflexible units were to retire, other 
presumably flexible units would replace them. Such is the reality of using markets to discipline 
market entry and exit. 

6, Adoption of changes to energy pricing rules would severely disrupt 
contracting for retail supply. 

Given the heavily regulated nature of PJM’s energy market, a common feature of industry- 
standard agreements for wholesale transactions and for service to retail customers is a “change in 
law” provision or “regulatory change” clause. Such provisions authorize suppliers to pass along 
additional costs caused by a change in law or regulatory change to their customers currently under 
contract. As the Department considers FES’s call to override the fundamentals of LMP in PJM, 
the Department should be cognizant of the ripple effects of such an action on contracts across the 
industry, including potentially default service agreements and retail agreements. 

While ISO/RTO markets across the country have experienced numerous rule changes, the 
LMP price-setting fundamentals in PJM have been virtually unchanged. Where LMP mechanics 
have changed in other markets, such changes have occurred after significant stakeholder processes 

See Energy Research Council, Are fixed-price electricity supply contracts really fixed? (2013), available at 
http://energvresearchcouncil.coin/Are-fixed-price-electricitv-supplv-contracts-reallv-fixed.html (“Many supplier 
contracts have “pass-through” or “change-in-law” provisions, which can affect a customer’s electricity bill.”) (website 
sponsored by, among others. Constellation, an affiliate of Exelon). 
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that included market simulations that previewed the resulting pricing under the new regime. 
This provided ample time for operational analysis to be performed and market participants to 
understand the implications of the change. 

Such a significant change as FES proposes, especially without appropriate time to 
understand the potential market implications, adds to uncertainty and may lead some market 
participants to re-open existing contracts using the industry-standard “change in law” or 
“regulatory change” provisions. 

In this context, some suppliers may argue that the higher prices produced by the change in 
law or regulatory change are costs that should be shifted to their counterparties. For retail energy 
contracts and default service agreements, quantifying the impact of a change in law or regulatory 
change of this magnitude and complexity would be speculative and costly. Customers would have 
little information or leverage to dispute the amount of additional costs their suppliers will require 
them to pay to avoid default. 

This Request should not become a vehiele to short-circuit price formation changes. 
Certainly, the record does not support a finding that existing price formation is unjust and 
unreasonable. The Federal Power Act requires more evidentiary support before significant costs 
are put upon customers to the benefit of the owners of nuclear and coal-fired generation. 


. For example, MISO began its discussions of extended LMP, which PJM referenced in its Comments, in at least 
2010, if not before. MISO submitted proposed tariff revisions to implement extended LMP (Initial ELMP Filing) in 
December 22, 2011, in Docket No. ER12-668-000, which were conditionally approved on July 20, 2012. Extended 
LMP was not implemented until March 1, 2015. A status report was filed in ER12-668 on August 29, 2016. 

'25 M at 35. 
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G, FES Seeks to Undermine the Commission’s Recent Order Rejecting the Grid 
Resiliency Pricing Proposal and the Ongoing FERC Grid Resilience 
Proceeding and Stakeholder Processes, 

1, FES failed to request rehearing of the Commission’s January 8 Order 
rejecting the Grid Resiliency Pricing proposal. 

On January 8, 2018, the Commission terminated the proposed resiliency rule focused on 
providing out-of-market compensation to generators with on-site fuel capability and instead 
instituted a proceeding in AD 18-700 seeking comments and responses on resilience to enable the 
Commission to holistically examine the resilience of the bulk power system.In that Order, the 
Commission rejected the same types of arguments and rationale that FES advances in its 
Emergency Order Request. EES failed to seek reconsideration of the Commission’s January 8 
Order rejecting the Grid Resiliency Pricing proposal. Now, EES seeks to advance the same types 
of arguments and rationale that the Commission has already rejected. DOE must reject FES’s 
forum-shopping and abuse of process and agency resources. EES had the opportunity to ask for 
reconsideration it seeks now before DOE, but declined to request rehearing at EERC on its January 
8 Order rejecting the Grid Resiliency Pricing proposal. Now, without any reference to changed 
circumstances, EES seeks to re-litigate the same issues at DOE. In doing so, FES provides little 
evidentiary support of its own and fails to confront the large body of record evidence amassed at 
EERC in RM18-1-000 from industry, experts, RTOs and ISOs, states, and other stakeholders 
demonstrating that the relief FES requests is unnecessary and unrelated to reliability or resilience 
and would result in unjust, unreasonable, and unduly discriminatory or preferential rates. 


Grid Resilience in Regional Transmission Organizations and Independent System Operators, 162 FERC ^ 61,012 
(Jan. 8, 2018). 


44 



2, The Commission’s Resilience Docket and PJM’s ongoing stakeholder 
processes are more appropriate forums to address FES’s concerns. 

The Commission is currently evaluating grid resilience issues in RTOs/ISOs and potential 
recommendations and reforms. FES complains that the Commission’s ongoing docket on 
resilience is “too little, too late.”^^^ However, FERC’s ongoing proceeding is precisely the forum 
to thoroughly address and evaluate—free from a hyperbolic expression of emergency^^^—the 
complex and multi-layered legal and technical issues surrounding resilience. FERC is also the 
more appropriate forum to address the longer-term generation resource issues regarding FES’s 
concerns that a substantial portion of the generation fleet will be retiring over a number of years. 
Although FERC found no urgent threat to the grid’s reliability to justify the extraordinary action 
proposed again now, it did initiate an administrative proceeding to better define and understand 
resilience and determine whether additional steps are needed to ensure resilience. FirstEnergy 
attempts to side-step and undermine that proceeding with its Emergency Order Request to DOE. 

3, FES’s Emergency Order Request proceeding should not he used to 
short-circuit or circumvent any stakeholder and FERC processes that 
are currently investigating and evaluating price formation changes. 

FES’s Request seeks to short-circuit or circumvent any stakeholder process that is 
underway to consider any need for price formation changes. Price formation issues require lengthy 
stakeholder discussion and debate. For example, MISO stakeholders considered Extended LMP 


™ See Grid Resilience in Regional Transmission Organizations and Independent System Operators, 
162 FERC T1 61,012 (2018) (terminating DOE’s proposed rule focused on providing out-of-market compensation to 
generators with on-site fuel capability and instituting proceeding in AD18-700 seeking comments and responses on 
resilience to enable the Commission to holistically examine the resilience of the bulk power system). 

Request at 10. 

™ See Request at 33 (“The time for talk is over. We find ourselves at a crisis point...”). 
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for at least five years before it was implemented in March Furthermore, FERC will 

continue to investigate energy price formation as it impacts resiliency and baseload generation. 

PJM had issued its Whitepaper on Energy Price Eormation on June 15, 2017.'^^ PJM 
proposed enhancements to energy price formation on November 15, 2017.'^^ On December 21, 
2017, the Commission instituted a Eederal Power Act Section 206 paper proceeding to investigate 
PJM’s practices regarding the prices of fast-start resources.In the PJM stakeholder process, the 
Energy Price Eormation Senior Task Eorce is evaluating proposals to enhance energy market 
pricing to ensure “prices accurately reflect the true incremental cost of serving load and minimize 
the need to recover those costs through out-of-market uplift payments.The task force recently 
posted an updated Issue Charge^^^ and Problem Statement. 

The PJM stakeholder process on energy price formation issues is ongoing and underway. 
PJM should be allowed to complete a meaningful stakeholder process “to explore ideas, to discuss 
options, and to allow all PJM stakeholders an opportunity to represent their interests.In 


See Midcontinent Independent System Operator, Inc., ELMP Parallel Operational Analysis (June 2014), available 
at 

https://cdn.misoenergv.org/2QI40603%20MSC%20Item%2005e%20ELMP%20Parallel%200peration%20Analvsis 

73949.pdf . 

'3' See generally FERC Dockets RM18-1-000 and AD18-7. 

See PJM Interconnection, L.L.C., Energy Price Formation and Valuing Flexibility (June 15, 2017), available at 
http://www.pim.eom/~/media/librarv/reports-notices/special-reports/20I7Q6I5-energv-market-price-formation.ashx . 

See http ://www.pi m.com/-/media/library/reports-notices/special-reports/20171115 -proposed-enhancements-to- 

energy-price-formation.ashx (PJM Proposed Enhancements to Energy Price Formation, Nov. 15, 2017). 

PJM Interconnection, L.L.C., Order Instituting Section 206 Proceeding and Commencing Paper Hearing 
Procedures and Establishing Refund Effective Date, 161 FERC Tf 61,295 (Dec. 21, 2017); see generally FERC Docket 
No. ELI8-34-000. 

Energy Price Formation Senior Task Force, http://www.pim.com/committees-and-groups/task-forces/epfstfaspx 
(last accessed Apr. 4, 2018). 

Energy Price Formation Issue Charge, http://www.pim.com/-/media/committees-groups/task- 
forces/epfstf/postings/energv-price-formation-issue-charge.ashx?la=en (last accessed Apr. 4, 2018). 

™ Energy Price Formation Problem / Opportunity Statement, http://www.pim.com/-/media/committees-groups/task- 
forces/epfstf/postings/energv-price-formation-problem-statement.ashx?la=en (last accessed Apr. 4, 2018). 

IMM Comments, RM18-1-00, at 35. 
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addition to the options identified by PJM in its Price Formation Whitepaper, other options for 
addressing measurable and verifiable reliability or resilience concerns exist. The Commission 
must provide adequate latitude and discretion to the stakeholder process to allow all reasonable 
options to be considered, including those options offered in the Independent Market Monitor’s 
Comments in the grid resilience docket. 

FES has failed to provide any evidentiary foundation supporting a finding that existing 
price formation is unjust and unreasonable. The Federal Power Act requires more stakeholder 
vetting and evaluation before significant costs are put upon customers to the benefit of the owners 
of nuclear and coal-fired generation. 

H, FES’s Clearing of the BRA Through the 2020/2021 Delivery Year 
Demonstrates that FES Currently Has an Obligation, and Associated 
Compensation For that Obligation, to Run Its Units Through May 31, 2021, 

In successfully clearing the BRA through the 2020-21 delivery year, FES willingly took 
on an obligation, and the associated compensation for that obligation, for that time period. EES’s 
units are committed through that time frame. Despite making these economic decisions, EES now 
seeks a bailout. 

It should be noted that there were many years in which nuclear and coal units generated 
substantial returns. At the time, industrial entities were deeply concerned about locational- 
marginal pricing. Meanwhile, utilities such as EirstEnergy were receiving stranded cost payments 
based on these low numbers. 

If the Secretary were to grant EES’s Request, customers would be placed in the untenable 
position of being responsible for the higher of cost- or market-based rates. When EMP prices are 
higher, driven by higher fuel costs, customers have been compelled to pay such market-based 


'3“* IMM Comments, RM18-1-00, at 42-45. 
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prices. Now, driven by lower cost prices, the Request would lead customers to guarantee cost 
recovery for certain types of generation, including legacy units, in contravention of fundamental 
and long-standing tenets of FERC ratemaking.Under this approach, customers cannot 
reasonably view their rates to be “just and reasonable.” 

Plainly stated, energy-intensive businesses and other consumers that depend on reliable 
and reasonably priced energy to produce products and provide services would be required to 
provide an apparent long-term bailout to certain market participants. Such a bailout cannot be 
justified on reliability grounds.''^' The Request asks to break contracts and seeks unprecedented 
executive authority to impose new eost structures without due process. If sueh an Emergency 
Order were issued, the incredible progress of a market-oriented approach for electric regulation 
would be heedlessly damaged at the stroke of a pen. 


See Federal Power Comm 'n v. Flope Natural Gas Co., 320 U.S. 591, 603 (1944). 

See, e.g., PJM Interconnection, L.L.C., PJM’s Evolving Resource Mix and System Reliability, at 3, 5, 6, and 8 
(Mar. 30, 2017), available at http://pim.com/-/media/librarv/reports-notices/special-reports/20170330-pims- 
evolving-resource-mix-and-svstem-reliabilitv.ashx?la=en. 
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II. 


CONCLUSION 


For the reasons set forth above, the PJM Consumer Representatives respeetfully request 
that the Department deny FES’s Request for an Emergeney Order. 

Respeetfully submitted, 

MeNEES WALLACE & NURICK EEC 


/s/ Robert A. Weishaar, Jr. 

By_ 


Robert A. Weishaar, Jr. 

MeNees Wallaee & Nuriek EEC 

1200 G Street NW, Suite 800 

Washington, DC 20005 

Phone: (202) 898-5700 

Pax: (717) 260-1765 

Email: bweishaar@mcneeslaw.com 

Susan E. Bruce 
Kenneth R. Stark 
Matthew L. Garber 
100 Pine Street 
P.O. Box 1166 
Harrisburg, PA 17108-1166 
Phone: (717) 237-5254 
Pax: (717) 260-1666 
Email: sbruce@mcneeslaw.com 
kstark@mcneeslaw.com 

mgarber@mcneeslaw.com 

Counsel to the PJM Industrial Customer Coalition 
and on behalf of the PJM Consumer 
Representatives 


Dated: April 5, 2018 
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CERTIFICATE OF SERVICE 


I hereby certify that I have this day served, via first-class mail, electronic transmission, or 
hand-delivery the foregoing upon each person designated on the official service list compiled by 
the Secretary in this proceeding. 

Dated at Washington, DC this 5* day of April, 2018. 

/s/ Robert A. Weishaar, Jr. 


Robert A. Weishaar, Jr. 

McNees Wallace & Nurick LLC 

1200 G Street NW, Suite 800 

Washington, DC 20005 

Phone: (202) 898-5700 

Fax: (717) 260-1765 

Email: bweishaar@mcneeslaw.com 
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KemgerJJ^JeJCONTO) 


From: 

Sent 

To: 

Cc: 

Subject: 

Attachments; 


timothy OtMHteiton <Timolhy.Obtfrleiton^Law.n)oag. 9 ov> 

Thutvlay, April 05. ?018 5:01 PM 

Secretary Perry.Walker. BruceJereza, Calherme 

Carolyn Mdntosh:Alex Moreau.'CvnthiaHoilarvd(g>bpuji(.qov 

First tnergy Solutions Corp.'s Request for Emergency Order - NJW^U Motion to 

Intervene 

2018 04-05 - NJBPU Motion to Intervene.pdf 


Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jerera, 

Please find attached for servKe upon the Department of Energy a copy of the New Jersey Board of Public Utilities’ 
Motion to Intervene regarding the March 29,2018 Request for Emergency Order Pursuant to Federal Power Act Section 
202(e) filed by FirstEnargy Solutions Corp-. e hard copy of which has been sent via UPS Overnight Mall. 

Respectfully submitted, 

Timothy R Obcileiton 

Deputy Ailomey Gcnctal 

New Jersey Office ol ibe AiionR 7 Geueral 

Division of Law - Public Utilities Section 

124 Halsev Street. 2'^ Flooi 

Newark. NJ 07101 

TcJ.'(973) 648-.T1I1 

Tiipothv.0betlotton@law.itioag.eov 

CONFIDKNTI.ALITY NOTICE The infonuatioii contained in thi.s conuiuiuicatioii from ilie Office of the New 
Jersey Attorney Oeneral is pn\ileged and confidential and is intended for the sole use of the persons or entities 
who are the addressees If you are not an intended recipient of this e-mail, the dissemination, disthbutioii. 
copying or use of the iufonnation it coiiiaiiis is strictly piohibitcd. If you liave received iliis coimuimicaiton in 
error, please inmiedialely contact lire Office of ibe .Attorney General at (609) 292*492.5 to arraitgc for the retunr 
of this mfonnaliou 
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Philip D. Murphy 

Governor 

State of New Jersey 

Gurbir S. Grewal 

Attorney General 


Office of the Attorney General 

Department of Law and Public Safety 



Division of Law 


Sheila Y. Oliver 

PO Box 45029 

Michelle L. Miller 

Lt. Governor 

Newark, NJ 07101 

Director 


Timothy R. Oberleiton 

Deputy Attorney General 



timothv.oberleiton(S),law nioaa.aov 



April 5, 2018 


VIA OVERNIGHT AND ELECTRONIC MAIL 

The Honorable James Richard Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
the.secretarv@hq.doe.gov 

Mr. Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
bruce.walker@hq.doe.gov 

Ms. Catherine Jereza 
Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
catherine.iereza@hq.doe.gov 


RE: Motion of the New Jersey Board of Public Utilities to Intervene 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza; 

Please accept this letter and attached Motion of the New Jersey Board of Public Utilities 
(“NJBPU”) to intervene in this proceeding concerning EirstEnergy Solutions Corp.’s (“EES”) 
Request for Emergency Action under Section 202(c) of the Eederal Power Act. If the Request is 


124 Halsey Street • Telephone: (973) 648-3441 • Fax: (973) 648-3555 
New Jersey Is An Equal Opportunity Employer • Printed on Recycled Paper and Recyclable 








granted, payments made pursuant to the Emergeney Order may be reeovered from customers 
(ratepayers) throughout the PJM Interconnection, L.L.C. region, including ratepayers in New 
Jersey. 


The NJBPU is the administrative agency charged under New Jersey law with the general 
supervision, regulation, jurisdiction, and control over all public utilities in the State of New 
Jersey (“State”), including electric and gas utilities and their rates and service. N.J.S.A. 48:2-13; 
N.J.S.A. 48:2-21. The NJBPU is a state regulatory commission, as recognized by the Federal 
Power Act, 16 U.S. Code § 824, and Rule 214(a)(2) of the Federal Energy Regulatory 
Commission’s (“FERC”) Rules of Practice and Procedure, which governs intervention before 
FERC. 


The NJBPU seeks to intervene in this proceeding in the interest of New Jersey ratepayers. 
Further, NJBPU opposes this FES request for emergency action and asks that the Department 
immediately reject the FES Request, or, in the alternative, provide all interested parties with 60 
days to file comments. 


Respectfully submitted, 

GURBIR S. GREWAF 

ATTORNEY GENERAE OF NEW JERSEY 

By: A? _ 

Timothy R. Oberleiton 
Deputy Attorney General 

cc: Service Fist (w/encL, by electronic mail) 



UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 

Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) 

FirstEnergy Solutions Corp, ) DOE Docket No,_ 

MOTION TO INTERVENE OF THE 
NEW JERSEY BOARD OF PUBLIC UTILITIES 

The New Jersey Board of Publie Utilities (“NJBPU”) hereby moves to intervene in the 
above-eaptioned proeeeding and protests the Mareh 29,2018 Request for Emergency Order Pursuant 
to Federal Power Act Section 202(c) by FirstEnergy Solutions Corp. (“FES”), pursuant to Rules 211 
and 214 of the Federal Energy Regulatory Commission’s (“Commission”) Rules of Practice and 
Procedure, 18 C.F.R. §§ 385.211 and 385.214. 

I. PROCEDURAL BACKGROUND 

On March 29, 2018, FES sent a letter (“FES Request”) to the Honorable James Richard 
Perry, Secretary of the Department of Energy (“Department”), requesting that the Secretary use 
emergency authority under Section 202(c) of the Federal Power Act to find that an emergency 
condition exists in the PJM Interconnection, E.E.C. (“PJM”) territory requiring immediate 
intervention. The FES Request seeks two forms of relief: that the Secretary (a) order “certain 
existing nuclear and coal-fired generators ... to enter into contracts” with PJM to generate and 
transmit energy, capacity, and ancillary services to “maintain the stability of the electric grid” and 
(b) order PJM to “promptly compensate at-risk merchant nuclear and coal-fired power plants for the 
full benefits they provide” to energy markets and the public. The FES Request includes an undated 



Certification of Service claiming that it was served on over 100 owners of generation, transmission, 


or distribution assets, state public utility commissions, including the NJBPU, and others/ 

II, INTERVENTION 

The NJBPU is the administrative agency charged under New Jersey law with the general 
supervision, regulation, jurisdiction, and control over all public utilities in the State of New Jersey 
(“State”), including the obligation to ensure that utilities provide safe, adequate and proper service at 
a just and reasonable rate. The NJBPU is a state regulatory commission, as recognized by the 
Federal Power Act, 16 U.S. Code § 824, and Rule 214(a)(2) of the Federal Energy Regulatory 
Commission’s (“FERC” or “Commission”) Rules of Practice and Procedure, which governs 
intervention before EERC. 

If the EES Request is granted, payments made pursuant to the Emergency Order may be 
recovered from customers (ratepayers) throughout the PJM region, including ratepayers in New 
Jersey. In conformity with Rule 214, the NJBPU has a significant and direct interest in the outcome 
of this proceeding as electricity customer throughout the PJM region, including New Jersey, will be 
affected. Given this risk to New Jersey ratepayers, NJBPU seeks to intervene in this proceeding and 
protests the EES Request. NJBPU further reserves the right to supplement this preliminary pleading 
to explain, in detail, why the EES Request should be rejected. NJBPU’s intervention in this 
proceeding is in furtherance of the public interest and should be granted. 


' NJBPU has yet to receive service of the FES Request. It appears that FES sent a copy of its Request dated 
March 30, 2018 to NJBPU Commissioner Richard Mroz. The Request was not received until April 4, 2018, 
but, regardless, was not properly served on the NJBPU. 

^ See N.J.S.A. 48:2-13; N.J.S.A. 48:2-21; N.J.S.A. 48:2-23. 



III. COMMUNICATIONS 


All communications with respect to this matter should be addressed as follows: 


Cynthia L. M. Holland 

New Jersey Board of Publie Utilities 

44 South Clinton Ave. 

Trenton, NJ 08609 
(609) 292-1629 
evnthia.holland@bpu.ni.gov 


Timothy R. Oberleiton 

Carolyn A. Melntosh 

Alex Moreau 

Deputy Attorneys General 

Department of Law and Publie Safety 

Division of Law 

P.O. Box 45029 

Newark, NJ 07101 

(973) 648-3441 

timothv.oberleiton@law.nioag.gov 

earolvn.memtosh@law.nioag.gov 

alex.moreau@law.nioag.gov 


IV. STATEMENT OF OPPOSITION 

Rule 214(b)( 1) requires the movant to state its preliminary position. NJBPU opposes granting 
the relief sought by the FES Request. The FES Request has failed to make the requisite showing of 
an emergency under the definition of Seetion 202(o). Therefore, it should be rejeeted. 

In a similar proeeeding, responding to nearly identieal arguments, the Commission 
determined that, “[wjhile some eommenters allege grid resilienee or reliability issues [exist] due to 
potential retirements of partieular resourees, we find that these assertions do not demonstrate the 
unjustness or unreasonableness of the existing RTO/ISO tariffs. In addition, the extensive eomments 
submitted by the RTOs/ISOs do not point to any past or planned generator retirements that may be a 
threat to grid resilienee.”"^ The Commission also initiated a new proeeeding, under Doeket No. 
AD 18-7-000, to holistieally examine the resilienee of the bulk power system. In doing so, the 
Commission reeognized that “it must remain vigilant with respeet to resilienee ehallenges, beeause 


^ See Comments of First Energy Service Co., et al. in support of the Grid Reliability and Resilience Pricing 
Notice of Proposed Rulemaking, Docket No. RM18-1 (Filed Oct. 23, 2017) 

"^162 FERC 61,012 (2018) at P 15 (internal citations omitted). 







affordable and reliable electricity is vital to the country’s economic and national security.”^ That 
proceeding is on-going. NJBPU asks that the Department consider this separate proceeding in its 
review of the FES Request. 

Moreover, NJBPU respectfully urges the Department to give all interested parties sufficient 
time to present their responses to the FES Request before issuing a determination. Accordingly, the 
NJBPU supports and joins the numerous requests fded in this proceeding seeking a 60-day comment 
period. 

V. CONCLUSION 

For the reasons set forth above, NJBPU respectfully requests that the Department grant its 
motion to intervene in this proceeding. Further, NJBPU protests the FES request and asks that the 
Department immediately reject the FES Request, or, in the alternative, provide all interested parties 
with 60 days to file comments. 


Respectfully submitted. 


NEW JERSEY BOARD OF PUBLIC GURBIR S. GREWAL 

UTILITIES ATTORNEY GENERAL OF NEW JERSEY 


By: /s/Cynthia L. M. Holland 
Cynthia L. M. Holland 
New Jersey Board of Public Utilities 
44 South Clinton Ave. 

Trenton, NJ 08609 
(609) 292-1629 
cvnthia.holland@bpu.ni.gov 


By: /s/ Timothy R. Oberleiton 

Timothy R. Oberleiton 

Carolyn A. McIntosh 

Alex Moreau 

Deputy Attorneys General 

Department of Law and Public Safety 

Division of Law 

P.O. Box 45029 

Newark, NJ 07101 

(973) 648-3441 

timothy. oberleiton@law.ni oag. gov 

carolvn.mcintosh@law.nioag.gov 

alex.moreau@law.nioag.gov 


DATED: April 5, 2018 


^ https://www.ferc.gOv/media/news-releases/2018/2018-l/01-08-18.asp#.WsT66C7waUk 









CERTIFICATE OF SERVICE 


I hereby certify that I have on this 5* day April, 2018, served via overnight mail or electronic 
transmission, the foregoing upon each person designated on the official service list^ compiled by the 
Secretary in this proceeding. 

A/ Timothy R. Oberleiton 

Timothy R. Oberleiton 

Deputy Attorney General 

New Jersey Office of the Attorney General 

Department of Law & Public Safety 

Division of Law 

124 Halsey Street, 5^’’ Floor 

P.O. Box 45029 

Newark, New Jersey 07101 

(973) 648-3441 

timothv.oberleiton@law.nioag.gov 

DATED; April 5, 2018 


® While our offiee is not aware of an “official” DOE service list in this matter, we have created a list 
comprising the interested parties known at this time. 
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Sent 

To: 


Subject 

Attachments: 


Betry, Cratg (PSC) <cbfffiy@pscdegov> 

Frid^, April 06, 201810:18 AM 

'9iannaDr@firstertergycocpcoinVwK;heftiian99ihsoodijrincom‘.'jm^>^h@>9itMondunn. 
cofn':'csniiih@gibsondunn comVcathcrinejcreza^hq doe.qov , bruce.wjlk€>t@hq.doe.g 
ov* 

Petition to Intervene iii Firstf rtergy Sotutiom FPA Section 202(c) Request 
DOf FtrstFnetgy Solutions Case_Pe(ilion to Intervene DC PSC (04-0S-2018) pdl 


Good Morning; 

Please accept service of the atlaclicd copy of the Petition to Intervene of the Public Service Commission of the 
District of Columbia in the DOE caw concerning the Request for Emergency Order Pursuant to Federal Power 
Act Section 202(c) of FirslEnerg>' Soluiioas C'orporalion tliat was Hied with the Department of Energy. 

If there are any issues with the attached filing please ccmtact me. 

.Craig Berry 

Craig W. Beny 

Attorney Advisor 

Office of the General Coiui&el 

Public Service Commission of the District of Cohmibia 

1325 G Street. N.W., Suite 800 

Washington. DC 20005 

202-626-9181 

cberry (Spsc.de gov 


1 




UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 


Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) DOE Docket No. 

FirstEnergy Solutions Corp, ) 


MOTION TO INTERVENE 

OF THE PUBLIC SERVICE COMMISSION OF THE DISTRICT OF COLUMBIA 


The Public Service Commission of the District of Columbia (“D.C. PSC”) hereby moves 
to intervene in the above-captioned proceeding and protest the March 29, 2018, Request for 
Emergency Order Pursuant to Federal Power Act (“FPA”) Section 202(c) by FirstEnergy Solutions 
Corp. (“FES”), pursuant to Rules 211 and 214 of the Federal Energy Regulatory Commission’s 
(“Commission”) Rules of Practice and Procedure, 18 C.F.R. §§ 385.211 and 385.214. 

I. PROCEDURAL BACKGROUND 

On March 29, 2018, FES submitted a letter (“FES Requesf’) to the Honorable James 
Richard Perry, Secretary (“Secretary”) of the Department of Energy (“Department”), requesting 
that the Secretary use emergency authority under Section 202(c) of the FPA to find that an 
emergency condition exists in the PJM Interconnection, F.F.C. (“PJM”) territory requiring 
immediate intervention. FES requests that the Secretary: (a) order “certain existing nuclear and 
coal-fired generators ... to enter into contracts” with PJM to generate and transmit energy, 
capacity, and ancillary services to “maintain the stability of the electric grid;” and (b) order PJM 
to “promptly compensate at-risk merchant nuclear and coal-fired power plants for the full benefits 
they provide” to energy markets and the public. 




II, MOTION TO INTERVENE 


The D.C. PSC is an independent ageney of the Distriet of Columbia ereated by the Distriet 
of Columbia Home Rule Charter to ensure that publie utilities doing business in the Distriet 
provides reasonable, safe, and adequate serviee and faeilities and that their rates are just and 
reasonable. The D.C. PSC has plenary supervision over all electrie eompanies in the District of 
Columbia (D.C. Code §§ 1-204.93 and 34-301 (2001 Ed.)). Accordingly, the D.C. PSC is a “state 
commission” within the meaning of Rule 214(a)(2) of the Commission’s Rules of Practice and 
Procedure and is entitled to intervene in this proceeding as of right. 

The District of Columbia is within the footprint of PJM, and if FES’s requested relief is 
granted, responsibility for payments made pursuant to the Emergency Order will be recovered 
from consumers throughout the PJM region, including District of Columbia residents. The D.C. 
PSC strongly objects to the FES Request and reserves the right to supplement this preliminary 
pleading to explain, in detail, why the FES Request is unsupported, unlawful, and should be 
rejected. 

The D.C. PSC moves for intervention under Rule 214 of the Commission’s Rules of 
Practice and Procedure.' In conformity with Rule 214(b)(2), the D.C. PSC has a significant and 
direct interest in the outcome of this proceeding as every electricity customer in the District of 


' The Commission’s Rules of Practice and Procedure should be used for procedural guidance 

in Emergency Order proceedings. See DOE Answer to Procedural Questions Concerning 
Rehearing of DOE Order, District of Columbia Public Service Commission, Docket No. EO-05- 
01 (December 30, 2005) at 2. 
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Columbia will be immediately and severely affeeted. The D.C. PSC’s partieipation in this 
proeeeding is in the publie interest. 


III. SERVICE OF DOCUMENTS 


The following persons are designated by the D.C. PSC to reeeive serviee and 
eommunieations on its behalf with regard to this proeeeding: 


Christopher Lipseombe 

General Counsel 

D.C. Publie Serviee Commission 

1325 G Street, N.W., Suite 800 

Washington, D.C. 20005 

202-626-9185 

olipsoombe@pso.do.gov 


Craig Berry 

Attorney Advisor 

D.C. Publie Serviee Commission 

1325 G Street, N.W., Suite 800 

Washington, D.C. 20005 

202-626-9181 

oberry@pso. do. gov 

Naza Shelley 

Attorney Advisor 

D.C. Publie Serviee Commission 

1325 G Street, N.W., Suite 800 

Washington, D.C. 20005 

202-626-0200 

nshelley@pso .do. gov 


IV. STATEMENT OF OPPOSITION 


Rule 214(b)(1) requires the movant to state its preliminary position. The D.C. PSC opposes 
the departure from oompetitive markets sought by FES. The FES Request failed to make the 
requisite showing of an “emergenoy” under the definition of Seotion 202(o) of the FPA and instead 
misinterpreted available data to support its “general dissatisfaotion with the PJM markets or its 
oompetitive position therein.”^ The Seoretary has only granted a request of this nature in five (5) 


^ PJM letter to The Honorable James Riohard Perry, filed in this proeeeding on Maroh 30, 
2018, at n. 1. 
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instances; in each, a clear emergency had been demonstrated. For example, in 2005, the Secretary 
granted the D.C. PSC’s petition for emergency relief under Section 202(c) when one of the three 
close proximity generating facilities serving the District of Columbia was threatened with closure 
due to environmental compliance issues, because: (1) there was a “reasonable possibility an outage 
w[ould] occur that would cause a blackout;” (2) “the number and importance of facilities and 
operations in our Nation’s Capital that would be potentially affected by such a blackout, the 
extended number of hours of any blackout that might in fact occur;” and (3) “the current situation 
violates applicable reliability standards.”^ Our petition, which clearly demonstrated an immediate 
and sustained threat to grid reliability, stands in sharp contrast to the FES Request, which is 
overbroad and fails to substantiate the requested relief. 

In a similar proceeding, responding to nearly identical arguments,"^ the Commission 
utilizing its relevant industry expertise, determined that, “[wjhile some commenters allege grid 
resilience or reliability issues [exist] due to potential retirements of particular resources, we find 
that these assertions do not demonstrate the unjustness or unreasonableness of the existing 
RTO/ISO tariffs. In addition, the extensive comments submitted by the RTOs/ISOs do not point 
to any past or planned generator retirements that may be a threat to grid resilience.”^ The 
Commission also established additional proceedings to ensure that all facets of grid reliability and 
resilience were thoroughly vetted in an orderly and transparent fashion. 


^ See Order No. 202-05-3, District of Columbia Public Service Commission, DocketNo. EO- 

05-01 (December 20, 2005) at 6. 

^ See Comments of EES et al. in support of the Grid Reliability and Resilience Pricing Notice 

of Proposed Rulemaking. Commission, DocketNo. RM18-1 (October 23, 2017). 

^ 162 EERC T1 61,012 (2018) at P 15. (internal citations omitted). 


4 



Based on the foregoing, the FES Request should be denied. However, the D.C. PSC 
respeetfully urges the Department to give all interested parties suffieient time to fully present their 
responses to the FES Request before issuing a determination. Accordingly, the D.C. PSC supports 
the Electric Power Supply Association’s request seeking a 60-day comment period that was filed 
in this proceeding on March 30, 2018. 


V. CONCLUSION 

For the reasons set forth above, the D.C. PSC respectfully requests that the Department 
grant its motion to intervene in this proceeding. Further, the D.C. PSC asks that the Department 
reject the FES Request on the record as it stands, or, in the alternative, provide all interested parties 
with 60 days to file comments. 

Respectfully submitted. 


/s/ Craig W. Berry _ 

Craig W. Berry 
Attorney Advisor 
D.C. Public Service Commission 
1325 G Street, N.W., Suite 800 
Washington, D.C. 20005 
Phone: (202) 626-9181 
Fax: (202) 393-6769 
cberry@psc. dc. gov 
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CERTIFICATE OF SERVICE 


I hereby eertify that I have this day served the foregoing doeument upon each party 
designated on the official service list compiled by the Secretary in this proceeding. 


Dated at Washington, D.C. this 5* day of April 2018. 


/s/ Craig W. Berry _ 

Craig W. Berry 
Attorney Advisor 
D.C. Public Service Commission 
1325 G Street, N.W., Suite 800 
Washington, D.C. 20005 
Phone: (202) 626-9181 
Fax: (202) 393-6769 
cberry@psc. dc. gov 
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To: 

Subject 
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tvrdfd, Odwid T. < Dtvrerd^paoca.ofg > 

Friday. April 06. 2018 2:26 PM 

Secretary Perry^Walker. BruceJereza, Calherme 

Re; First Energy Solutions Corp s Request for EmergetKy Oder Pursuant to Federal 
Power Act Section 202(c) 

Motion to Intervene PA OCA - FES Emerg Order Req.pdl 


Dear Secretary Perry. Assistant Secretary Walker and Deputy Assistant Secretary Jereza: 

Attached you will find a letter and accompanying Motion to Intervene of the Pennsylvania Office of Consumer 
Advocate (PA OCA) in the First Energy Solutions Corp.'s Request for Emergency Order under Section 202(c) of the 
Federal Power Act. PA OCA's Motion includes its statement of opposition to granting the requested Emergency Order. 
Thank you. 

Respectfully. 

David T. Evrard 
Assistant Consumer Advocate 
Pennsylvania Office of Consumer Advocate 
555 Walnut Street, S”' Floor 
Harrisburg. PA 17101-1923 
(717) 783-5048 


ixa Ca>4d0n«e*r NcMe n««.ins(4m»iva(uu«i»iUiaeaiein0Mii»4aiiytGrv«aniuwM« aiitf mMiriaauivoiiMMnIvitnifminiiOKfMtaMiru II 
i^Mhe«t laccvoedeHta iMinmar, fSwme <k>'Kil nmre rorroairtuKeie copy. copr.n Oaeoniirv0car««4Halu any M%e»r 

~irrVt Ifr hy ri-iiirn « mra and ifc-liVT ffm nim^jr tfuciiatmta VU^llsiieyrw 

ItMt'iaalmiy octartlrVrr ^ViMaewvr* ranuanirM «aliar<M&erainr>iiieanat«syuannTwt-<iinrarannKKAaroatiiHiraBitfwrMtcS aisai^.Ors 
»iniil «na artr alllkrt«mitt <k piKbcua emiica mir/bc|«nergn4;ndO«<ed«aH 
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COMMONWEALTH OF PENNSYLVANIA 



OFFICE OF CONSUMER ADVOCATE 

555 Walnut Street, 5th Floor, Forum Place 

Harrisburg, Pennsylvania 17101-1923 FAX (717) 783-7152 

(717) 783-5048 consumer@paoca,org 

800 684-6560 

April 6, 2018 


Via Electronic Mail 

The Honorable James Richard Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
the.secretaryfaihci .doe, gov 

Mr. Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
briicc. vvalker(a:hci .doe, nov 


Ms. Catherine Jereza 
Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
Catherine.iereza(<rf’hq.doe, gov 

RE: Motion of Pennsylvania Office of Consumer Advocate 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

Attached is Pennsylvania Office of Consumer Advocate’s (PA OCA) Motion to Intervene 
in the proceeding concerning FirstEnergy Solutions Corp.’s (FES) Request For Emergency 
Action under Section 202(c) of the Federal Power Act. Under Pennsylvania law, PA OCA is the 
state agency charged with representing the interests of public utility consumers in matters before 
state and federal regulatory bodies. 

PA OCA is also a member of PJM Interconnection EEC, which will be affected by the 
FES request. PA OCA opposes the FES Request for emergency action. If the Request is not 
denied outright, PA OCA requests that interested parties be given 60 days to file comments, as 



rcquestotl by the Electric Power Supply AiiiOtiniion iind other org^ml/jjtu'iiu OH Friday* March 


Respectfully subiTititJxI, 



Da\'id T. EvjTHrd > 

AsiEL^stari Consumer Adv4'>c«tc 
Pciinsylviuitu Office of Consumer Advticate 





UM fEI> STATES OF AMEfttCA 
BEFORE THE 

DEPARTMENT OF ENEROY 


Rec[ui.'^t For Emergency Ordtr Pursuiutt > 

To FtderaJ Pflwtr Act Section 2(t2(c> By ) 

EIk I Energy Solutions Corp. ) DOE Docket No. 


MOTION OF PENNSYLVANIA OFFiCE 
OF CONSUMER ADVOCATE 
TO INTERVENE 


The PwinKylvaoio OtTicc of Consumer Advocate (.T A OCA) hereby moves to intervene in 
the above-eaptionml proceeding piinsumu to Rules 211 qnd 2H of the Federnl Energy Regiiiatory 
ComniiF[jsi(>n''s (Comnnssion) RulcsorPrHetiee and Proeedurc. llS C.i .R. ?S5.2I I and 

.1S5.2I4, 


\. PROCEDURAL BACKfiROUND 

On March 2^. 301S, First Eno^' Solutions Corp. (FESl issued a leiEer fReiquest} to the 
Hunon^le James Richard Perry. Secretary of Ffiergyt nequiisitrig thsl the Secretary use 
emergency autlioriLy under Section 202(c) of the Fe<Icral Powa- Act to Imd that an cdnergcncy 
condition exists in the l''JM InlercQiuux^ttnn. L,L,<7. (PJM) tern lory'requiring immediate 
mturvetitiou. Specifically, FES requests that the Secretary (aj order ■'certnin cxtsitiig nueJear and 
coai-liied generators ,,. lo enter into contracts" with PJM to geneiaicand transmti energy, 
capacity^ and aiidllary services [o^ttiaintain ihc stability oftheclcxmc grid" and {b> order PJM 
to "protript]y eOETipcnsHit at-nak merchani nuciear and coal-ftrcd power plants for the full 
benefits they provide” to energy' markets and tJie puhJic- FES served the Request on over lOO 



<tw ner& ofutncraEinau ininsmjEsfQji^or disiributitin lissds, ataic public uiility canimissioni, and 
athcrs. 

ri. M0110N Ti) inti:bv'f,ve 

TA OCa. es ihc^tEito agcjicy ch^l^g^.'d^ under Peii»4iy|vanE!i Inv, . wdh rcpreiicnliiig ihc 
interests of public uiiJiiy consuimcrs in matrers before state and federaf regiElaioiry bodieSr 
If FES’ Request isgranECd, cost rea[?an3ibitity for paymcnii; made ptErsuani lu ihe bitieir|'cnc>' 
Order may be recovered frum consumers in Pennsylvania atiid Thn.'jughuuf tbe PJM region. I'A 
OCA opposes tiui Requtiil. 

PA OC'A inoves for intervention under ku]o2i4 of (he I'ciieral Energy RcgEilatory 
CoinniEs.<non’s ((.'ommEssion) Rules orPmeiiee and l^occdure. Consistcnc with Rule 
2!4(,h>(2), PA OCA hfls a signilleimt and Ji reel Fidcresl in the outcome of This piueceding. and 
as the ageney statutorily charged with reprusenling the inlctesbs of public utility cusiomcrs in 
Pcnnsylvaftia, PA OtlA^spanicipation is in the puhik interest. 

in. SEKVtCE OF DOCUMFN’FS 

The person to neecivc service and eomniunJcatLDn.<Lon helwdf of PA OCA with rOEard lu 

this pmcocdtng is: 

Oa\hd T. EvTani 

Assis(ut:ii Consumei' Advocate 

PA OfiaCeofCnii.siiiTier Adv^ieaie 

55 j Walnm Sciect, 5*'' Floor 

Harrisburg, PA l7]<Jl-lt>23 

Phonc:<7]7}7S.>-5CMa 

Eittatl: dovt;ird(ir:puoCH,urg 

* V. STA1 E51ENT OF OPPOSITION 

Cunirnissian Rule 214(bX I) requires the niov'ant tu stare Its posniup on Ihe underLying 
matter. PA OCA opjMJses the relief soui^tt by FES. Ovcrwheltntn^ evjdcitee. nuE cried jn the 



Request. dtniioLisiraicij ihttt nt) ncLtl exist?; for die requested relief itnd certainly no atjcr^crey 
extsps that would justify applkrvtion of Seciian 202^0) of Ihc Federal Powder Act. PA OCA 
aniidpatc^ joining with oih^r repncscnialivcs of L-vnsnjincr interests in suS^nuitingft 
compreheniilvc rebuttal lo FHS' R«]Ueai. 

PA OCA joins with -oilier mterii'erifoni in respectfully requesting tile EX-partnuau to give 
all ipitffcstcd jiartiessufftcient time to finseni their rcsFpoiuws to the FES Request belbre niEing 
on ihe Request. I’o that end. PA OCA supports the request Hied Frithiy, March JO, 201 if, by the 
□ectrie Power SupplyAssociiaiioii aiuJ other (irgiitiiiiiitjpns requesting a60-duy comment period. 

CONCLUSION 

For the reasaiss set forth above, PA OL A respectfully requests that the Oepailmerit grant 
PA oca's motion tu inierv'cne in iliisprriceeding ard^ il the []ep$rtment docs.not reject the KFS 
Rer|Liest autrighi. provide nil interested parties wnh^Otinys to file eommenis <iii] the Request. 


Respceilully submitted. 

David r. EvKird 
Assjstflpi Consumer Advocate 
PA OfJiec of Consumer Advocate 
5 55 Walnut Street, 5’^^ Flwr 
Ham'sburg. P A (710 ] -1 <?23 
Email'; devnird(dlpacica.org 


Duted: April 6, 20ttl 
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From: 

Sent 

To: 

Cc: 

Subject: 

Attachments; 


Shehon, Rebecca L <Ryielton<ttlhompsoocobuin.com> 

Friday. April 06. 2018 4:04 PM 
Secretary Perry 

Walker. BrtKe;Jefe2a Catherine 

Fir%t trrergy SolutHjrts Section 202(c) Request - Old Dominion Electric Coop Petition to 
Intervene 

ODCC Intervention - FE Section 202(c} Reqoest.pdf 


Good afternoon, 

Attached please hrtd the Petibon to Intervene of Old DominKKi Electric Cooperatrve for filing today in the proceeding 
concerning the “Request for Emergency Order Pursuant to Federal Power Act Section 202(c)'' submitted on March 29, 
2018 by FirstEnargy Solutions Corp. A copy of tha attached petition his also been sent to you via U.S. Mail. 

Should you have any questions regarding this filing, please do not hesitate to contact ma. 

Thank you, 

Rebecca Shelton 

Courrsel for Old Dominion Electric Cooperative 


Rebecca L Shelton 
ntlwOatQlhonKKoncobum corn 
P 202 fiBS 0911 
F . 202 SaS 0900 
M (b) (6) 

Thoolpeon Cobum LLP 
1909 K SlteeL N W. Sute 000 
Westiingion. D C. 20000-1 tOF 
mvw.irKmpswKObunio^ 


•X>ra'lUF.NIUlirvM(nE riminrtaacarticvyailBr—iiri anrUnwntowaitw Ihrywa •caorytivtI’MifM vrtw«««nd»tn«aMnlamimiiycoMMn 
^«ir«g*a.C)i<ibiMntuiM iiirM* loeirSv lantMiid rStfiWMinii II itri* twii at# «MAdnii iirr»t>» Hiwobw aS cnpaa mi^Uiq of a^u^^ n <^ Uwi# 

tmlnr<s frcj Rtc gc'vtc* vt Rw on# by araa# 
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THOMPSON 
COBURN LLP 


1909 K Street, N.W. 
Suite 600 

Washington, DC 20006 


202 585 6900 main 
202 585 6969 fax 
thompsoncoburn.com 


Rebecca L. Shelton 

202 585 6911 direct 
rshelton@thompsoncoburn.com 


April 6, 2018 

VIA U.S. MAIL AND ELECTRONIC MAIL 

The Honorable James Richard Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 

Mr. Bruce Walker 
Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 

Ms. Catherine Jereza 

Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 

U.S. Department of Energy 

1000 Independence Ave., S.W. 

Washington, DC 20585 

Re: Petition to Intervene of Old Dominion Electric Cooperative 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

Enclosed please find the Petition to Intervene of Old Dominion Electric Cooperative in the 
proceeding concerning FirstEnergy Solutions Corp.’s Request for Emergency Action under 
Section 202(c) of the Federal Power Act. 

Please contact the undersigned if you have any questions concerning this matter. 


Respectfully Submitted, 



Rebecca L. Shelton 

Counsel for Old Dominion Electric Cooperative 



UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 


Request for Emergency Order Pursuant to ) DOE Docket No,_ 

Federal Power Act Section 202(c) by ) 

FirstEnergy Solutions Corp, 

PETITION TO INTERVENE OF 
OLD DOMINION ELECTRIC COOPERATIVE 

I, INTRODUCTION 

This proceeding involves a pending request by FirstEnergy Solutions Corp. (“FirstEnergy 
Solutions”), on behalf of its subsidiaries, under Seetion 202(e) of the Federal Power Aet 
(“FPA”), 16 U.S.C. § 824a(e) (“Requesf’). FirstEnergy fded its Request with the Department of 
Energy (“DOE”) on March 29, 2018, asking that the Seeretary of Energy (“Seeretary”) “find that 
an emergeney eondition exists in the footprint of the PJM Intereonnection, L.E.C. (“PJM”) that 
requires immediate intervention by the Seeretary, in the form of a Seetion 202(o) emergeney 
order . . Request at 1. FirstEnergy Solutions has asked that the Seeretary direct certain 
existing nuelear and eoal generators to enter into eontraets with PJM to provide eleetrie energy, 
eapaeity, and aneillary serviees that FirstEnergy Solutions alleges are “needed to maintain the 
stability of the eleetrie grid,” and to require PJM to eompensate the nuelear and eoal units “for 
the full benefits they provide to energy markets and the public at large.” Id. 

By this submittal. Old Dominion Eleetrie Cooperative (“ODEC”) hereby petitions to 


intervene in this proeeeding. 



II. COMMUNICATIONS 


Communications regarding this matter should be addressed to the following persons, who 

also should be designated for serviee on the offieial list for this proeeeding: 

Adrienne E. Clair 
Rebeeea L. Shelton 
Thompson Coburn LLP 
1909 K Street, N.W., Suite 600 
Washington, D.C. 20006-1167 
(202)585-6900 
(202) 585-6969 (fax) 
aclair@thompsoncoburn.oom 
rshelton@thompsonooburn.oom 


III. PETITION TO INTERVENE 

ODEC is a not-for-profit power supply eleotrio oooperative, organized and operating 
under the laws of Virginia and subject to the jurisdiotion of the Lederal Energy Regulatory 
Commission. ODEC is a generation-owning utility that supplies oapaoity and energy to its 
eleven eleotric distribution oooperative members, all of whioh are looated within the PJM oontrol 
area. ODEC is a network transmission oustomer of PJM, as well as a PJM Transmission Owner. 
As a Transmission Owner and load-serving entity in the PJM region, ODEC stands to be direotly 
impaoted by EirstEnergy Solutions’ Seotion 202(o) request. Therefore, ODEC has a direot 
interest in this proeeeding, and its interest cannot be adequately represented by any other entity. 
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IV. CONCLUSION 


WHEREFORE, for the foregoing reasons, ODBC requests that the DOE grant ODBC’ 
petition to intervene, with all rights attendant thereto. 


Respeetfully submitted, 

/s/ Adrienne E. Clair 
Adrienne E. Clair 
Rebeeea E. Shelton 
Thompson Coburn EBP 
1909 K Street, N.W., Suite 600 
Washington, D.C. 20006-1167 
(202) 585-6900 
(202) 585-6969 (fax) 
aolair@thompsonooburn.oom 
rshelton@thompsonoobum.oom 


Dated; April 6, 2018 


Attorneys for Old Dominion Electric 
Cooperative 



CERTIFICATE OF SERVICE 


I hereby eertify that I have, on this 6* day of April, 2018, caused a copy of the foregoing 
document to be served, via electronic mail, upon representatives for FirstEnergy Solutions and 
other entities that may be directly affected by the Section 202(c) Request. 


/s/ Rebecca L Shelton 
Rebecca L. Shelton 


Law Offices of: 

Thompson Cobum LLP 
1909 K Street, N.W., Suite 600 
Washington, D.C. 20006-1167 
202.585.6900 
202.585.6969 (facsimile) 
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From: 

Sent 

To: 

Cc: 

Subject: 

Attachments: 


Timothy Ot>cr(citon <Timolhy.Oberleiton^Law.n)oeg.9ov> 

Friday. April 06. 2018 S20 PM 

Secretary Perry.Walker. BruceJereza, Catherirte 

Carolyn Mdntosh:Alex Moreau.’CynthtaHoilarvdigrbpujii.qov 

First triergy Solutions Corp.’s Request for Emergency Order - NJW’U Comments 

2018-04 OS NJBPU Comments pdf 


Dear Secretary Perry. Assistant Secretary Walker, and Deputy Assistant Secretary Jereza. 

Please fmd attached for service upon the Department of Enerfy a copy of the Comments of the New Jersey Board of 
Public Utllrties in response to the March 29. 2018 Request for Emergency Order Pursuant to Federal Power Act Section 
202(c) hied by FirstEnergy Solutions Corp. 

Respectfully submitted. 

Timothy R. Oberleiton 

Deputy Attofuey Geuerat 

New Jersey Office of the Attorney General 

Division of Ijiw - Public Utilities Section 

124 Halsev Street, 2*^ Floor 

Newailc. NJ 07101 

Tel: (973) 648-3441 

Tiinolhv.01>erloitoni^' ta\v. yov 

CONFIDENTlAl.riY NOTICE The infoimalion contained in this couiiinmication from the Office of the New 
Jersey Attorney General is pri\ileged and confidential and is intended for the sole itse of the persons or entities 
who are the addressees. If you are not an mtcuded recipient of lliis e-tuail. the dissenuiiafiou, dislnbniioiL 
copying or use of the infonuation it contaius is strictly prohibited. If you liave received this coiimiuiiicatiou in 
error^ please immediately coniact ilie Office of ihc Attorney General at (609) 292-4925 to arrange for the reTuiti 
of this inforaiation. 
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Philip D. Murphy 

Governor 



Sheila Y. Oliver 
Lt. Governor 


State of New Jersey 

Office of the Attorney General 
Department of Law and Public Safety 
Division of Law 

PO Box 45029 
Newark, NJ 07101 


Gurbir S. Grewal 

Attorney General 


Michelle L. Miller 

Director 


Timothy R. Oberleiton 
Deputy Attorney General 
timothv.oberleiton@law nioag.gov 

April 6, 2018 


VIA ELECTRONIC MAIL 

The Honorable James Richard Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
the.secretarv@hq.doe.gov 

Mr. Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
bruce.walker@hq.doe.gov 

Ms. Catherine Jereza 
Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
catherine.iereza@hq.doe.gov 


RE: Comments of the New Jersey Board of Public Utilities 

Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 


Please accept this letter and attached Comments of the New Jersey Board of Public 
Utilities (“NJBPU”) concerning EirstEnergy Solutions Corp.’s (“EES”) Request for Emergency 
Action under Section 202(c) of the Eederal Power Act. 



124 Halsey Street • Telephone: (973) 648-3441 • Fax: (973) 648-3555 
New Jersey Is An Equal Opportunity Employer • Printed on Recycled Paper and Recyclable 







Respectfully submitted, 


GURBIR S. GREWAL 

ATTORNEY GENERAE OF NEW JERSEY 

By: A? _ 

Timothy R. Oberleiton 
Deputy Attorney General 

cc: Service Eist (w/encL, by electronic mail) 



UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 


Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) 

FirstEnergy Solutions Corp, ) DOE Docket No, 


COMMENTS OF THE 

NEW JERSEY BOARD OF PUBLIC UTILITIES 

Pursuant to Rule 211 of the Federal Energy Regulatory Commission’s 
(“FERC’s”) Rules of Praetiee and Procedure,' 18 C.F.R. § 385.211, the New Jersey 
Board of Public Utilities (“NJBPU”) hereby protests First Energy Solutions Corp.’s 
(“FES”) March 29, 2018 Request for Emergency Order Pursuant to Federal Power Act 
(“FPA”) section 202(c), 16 U.S.C. § 824a(c), pending with the Department of Energy 
(“Department”). 

COMMENTS 

On September 28, 2017, the Secretary of Energy issued a letter with a Notice of 
Proposed Rulemaking (“Proposed Rule”) for final action by the FERC. The Proposed 
Rule directed the FERC to consider requiring certain Regional Transmission 
Organizations (“RTOs”) and Independent System Operators (“ISOs”) to establish a tariff 
mechanism providing for: (1) the purchase of energy from an eligible “reliability and 
resilience resource” and (2) the recovery of costs and a return on equity for such 


’ Guidance published on the Department’s website points to the use of Federal Energy Regulatory 
Commission (“FERC”) Rules where Department regulations at 10 C.F.R. § 205.370, et. seq., are 
silent. See, e.g.. Department Answer to Procedural Questions Concerning Rehearing of 
Department Order, District of Columbia Public Service Commission, at 2 Docket No. EO-05-01 
(December 30, 2005). Order No. Order No. 202-05-3. 

^ See Letter from the Secretary of Energy and Proposal for a NOPR dated September 28, 2017, at 
1, Docket No. RM18-1 (filed September 29, 2018) (hereinafter “September 28 Letter”). 
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resources (i.e., a “resilience rate”). For support, among other things, the Proposed Rule 
cited the retirements of baseload generation, particularly coal and nuclear resources, and 
“a growing recognition that organized markets do not compensate resources for all of the 
attributes they contribute to the grid, including resilience.”"^ FERC initiated Docket No. 
RM18-1 for the purpose of considering and taking final action on the Proposed Rule.^ 
Numerous comments were provided from a wide variety of stakeholders, ranging from 
utilities, generators, federal and state legislators, state regulatory commissions, state 
attorneys general, industrial customers, environmental organizations, consumer 
advocates, mining companies, other industries and individuals.^ 

NJBPU was among the commenters in Docket No. RM18-1. In its comments, 
NJBPU stated its long-held position that FERC and the RTOs have a vital role in 
ensuring that a diverse mix of resources contributes to the reliability and resiliency of the 
electric power grid. ’ During restructuring, the NJBPU cautioned that price should not be 

o 

the only consideration. The NJBPU recognized that the shift to competitive markets 
may lower bills for ratepayers at a greater long-term impact to the State of New Jersey.^ 
NJBPU urged early action at a federal or regional level to address its concerns that the 


^ Grid Reliability and Resiliency Pricing, 162 FERC ^ 61012 at P 2 (Jan. 8, 2018). 

Ud. atP3. 

^Id. atP 1. 

® Id. at P 5. 

^ Comments of the New Jersey Board of Public Utilities, at 1, 3, Docket No. RM18-1 (Oct. 23, 
2017) (citins Comments of NJBPU and NJDEP, at 9 Docket Nos. RM95-8, RM94-7-001(Jan. 30, 
1996)). 

* Restructuring the Electric Power Industry in New Jersey, Findings and Recommendations, Final 
Report, Docket No. EX94120585Y at 127-128 (April 30, 1997) (“NJBPU Final Report on 
Restmcturing”) available at 

https://dspace.njstatelib. 0 rg/xmlui/bitstream/handle/l 0929/41482/p9761997b.pdf?sequence=l &is 
Allowed=y. This Final Report was presented to Governor Christie Todd Whitman and the State 
Legislature to inform the development of legislation that would ultimately result in restructuring 
the utility industry in New Jersey. 

^ NJBPU Final Report on Restmcturing at 127. 
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market would shift toward overreliance on certain resources.**^ Where no action was 
taken at the federal or regional level, NJBPU preserved the right to take action at the 
State level to ensure the State continued to benefit from a diverse portfolio of resources." 
In response to the Proposed Rule, the NJBPU supported the concept of thoughtful and 

reasoned federal or regional efforts, rather than hastily-implemented solutions yielding 

12 

substantial uncertainty and significant cost increases for ratepayers. 

By Order issued January 8, 2018, the FERC terminated the rulemaking 
proceeding and initiated a new proceeding to specifically evaluate the resilience of the 
bulk power system. The FERC determined that, “[wjhile some commenters allege grid 
resilience or reliability issues [exist] due to potential retirements of particular resources, 
we find that these assertions do not demonstrate the unjustness or unreasonableness of the 
existing RTO/ISO tariffs. In addition, the extensive comments submitted by the 
RTOs/ISOs do not point to any past or planned generator retirements that may be a threat 
to grid resilience.’""^ Nevertheless, the FERC initiated a new proceeding. Docket No. 
AD 18-7-000, to holistically examine the resilience of the bulk power system. In doing 
so, the FERC recognized that “it must remain vigilant with respect to resilience 


Comments of NJBPU and NJDEP, at 10, Docket Nos. RM95-8, RM94-7-001 (Jan. 30, 1996); 

In the Matter of the Energy Master Plan Phase II Proceeding to Investigate the Future Structure 
of the Electric Power Industry, Order Adopting and Releasing Final Report, at 15-16, Docket No. 
EX94120585Y(April 30, 1997) (“NJBPU Order Adopting Final Report”). This document is the 
NJBPU’s Order adopting recommendations regarding restructuring in the State of New Jersey. 

" NJBPU Order Adopting Final Report, supra, at 16; During restructuring, no regional or federal 
action addressed the State’s concerns, which left the State of New Jersey to adopt its own 
standards. See generally Electric Discount and Energy Competition Act of 1999, N.J.S.A. 48:3- 
49, et seq. (incorporating Renewable Portfolio Standards, Environmental Disclosure 
Requirements, etc.)', see N.J.S.A. 48:3-50(a)(7) (stating that it is the policy of New Jersey to 
“[pjrovide diversity in the supply of electric power throughout this State.”). 

Comments of the New Jersey Board of Public Utilities, at 3-4, FERC Docket No. RMl 8-1 (Oct. 
23,2017). 

162 FERC 161,012 (Jan. 8, 2018). 

162 FERC 1 61,012, at P 15 (internal citations omitted). 
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challenges, because affordable and reliable eleetricity is vital to the country’s economic 
and national security.” 

The Department aceepted FERC’s decision. In a public statement, in response to 
the FERC deeision, Seeretary Perry stated that he “look[s] forward to eontinuing to work 
with the Commissioners to ensure the integrity of the eleetrie grid.”^^ A spokeswoman 
for the Department responded to the FERC decision to initiate a new proeeeding with the 
following quote: “The Secretary is pleased that FERC heard his eall and is direeting the 
regional transmission organizations and independent system operators to take steps to 
continue to address these important issues.” Ultimately, the Department stated that it 
“plans to work with FERC and all other relevant stakeholders ineluding the RTOs and 

ISOs as they diseuss how best to address the important issue of the long term reliability 

18 

and affordability of energy in this country.” 

FES also accepted FERC’s deeision when it did not seek rehearing of FERC’s 
Order. However, FES now improperly advances to the Department the same types of 
arguments and rationale that the FERC rejeeted. Rehearing was the appropriate course, 
under the FPA, for FES to seek the relief advanced in its Emergency Request. The 
Emergeney Request should be rejected as an inappropriate attempt at rehearing the issue 
beyond the statutory timeframe; re-litigation of an issue that has been addressed by the 
FERC and aceepted by the Department. 

News Release, “FERC Initiates New Proceeding on Grid Resilience, Terminates DOE NOPR 
Proceeding” (Jan. 8, 2018), available at https://www.ferc.gov/media/news-releases/2018/2018- 
l/01-08-18.asp#.WsT66C7waUk 

’’’ News Release, “Department of Energy Responds to FERC Decision on Proposed Rule” (Jan. 8, 
2018), available at https://www.energy.gov/articles/department-energy-responds-ferc-decision- 
proposed-rule 
Id. 

18 


4 



Notwithstanding the Department’s support for FERC’s new proeeeding on 
resilieney, FES eritieizes the doeket on resilienee as “too little, too late.”^^ NJBPEl 
respeetfully disagrees. Although FERC did not find an urgent reliability threat suffieient 
to justify the Proposed Rule (and, by extension, the FES Emergeney Request), it did 
initiate an administrative proeeeding to better define and understand resilienee and 
determine whether additional steps are needed to ensure resilience. FERC’s ongoing 
proceeding is the appropriate forum to reasonably, thoughtfully, and thoroughly evaluate 
at a federal and regional level the many complex issues related to resiliency. The 
Department indicated its pleasure with this response and stated that it planned to work 
with FERC in this process. FES would have the Department renege those public 
statements and undermine the FERC proceeding by Emergency Order. NJBPU urges the 
Department to continue on its chosen course and reject the FES Emergency Request. 

Moreover, the Department should not countenance the FES attempt to circumvent 
the on-going price formation stakeholder processes. PJM should be allowed to complete 
a meaningful stakeholder process “to explore ideas, to discuss options, and to allow all 
PJM stakeholders an opportunity to represent their interests.” The NJBPU supports 
such stakeholder vetting and evaluation before significant costs are put upon ratepayers. 

The FES Request is further flawed in that it is overbroad and contrary to 
precedent. On this point, the NJBPU supports and shares the opinion of the PJM 


FES Request, supra, at 10. 

News Release, “Department of Energy Responds to FERC Decision on Proposed Rule” (Jan. 8, 
2018), available at https://www.energy.gov/articles/department-energy-responds-ferc-decision- 
proposed-rule 

Comments of the Independent Market Monitor for PJM, at 35, Docket No. RM18-1 (October 
10, 2017). 
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Consumer Representatives. In Section B.l, the PJM Consumer Representatives 
explain, with examples, how the FES Emergency Request is inconsistent with the 
Department’s prior Emergency Orders. In section B.2, the PJM Consumer 
Representatives explain, with ample citations to the Department’s own regulations, how 
the EES Emergency Request improperly seeks to vest the Department with ratemaking 
authority. That authority properly resides with EERC. NJBPU shares and supports these 
concerns and urges the Department to give these concerns due consideration. 

Einally, NJBPU shares the concern that the EES Emergency Request extends 
beyond the limited scope of Section 202(c) of the EPA. On this point, the NJBPU 
supports and shares the opinion of the PJM Consumer Representatives as expressed in 
Sections A of their Protest. The Department has never exercised Section 202(c) 
authority where the threat is several years away. In clearing the Base Residual Auction 
(“BRA”) through the 2020-21 delivery year, EES willingly took on an obligation - and 
the associated compensation for that obligation - for that time period. And, as PJM notes 
in its Comments, EES’ units are committed through that time frame. 

Ultimately, the NJBPU has long held the belief that there may be a problem with 
price formation such that certain positive attributes are not recognized. NJBPU first 
expressed concerns and sought a federal or regional solution during restructuring. 
NJBPU repeated those concerns in its comments in the DOE NOPR. However, the 
NJBPU cautioned against a hastily-implemented solution that may cause more harm than 

Protest of the PJM Consumer Representatives to the Emergency Order Request of FirstEnergy 
Solutions Corp., Sections B.l and B.2 at 9-15, DOE Docket No._(April 5, 2018). 

Id. at Section A at 4-9. 

Response of PJM Interconnection, EEC, at 1, DOE Docket No._(March 30, 2018). 

Comments of the New Jersey Board of Public Utilities, at 4, Docket No. RM18-1 (October 23, 
2017). 


6 



26 

good. The FES Emergency Request appears to be an effort to obtain just such a hasty, 
and potentially costly, solution. Thus, the NJBPU asks that the Department reject the 
Emergency Request and urges continued, reasoned, and thoughtful analysis of resilience 
concerns in the existing dockets and stakeholder forums. 

CONCLUSION 

NJBPU respectfully asks that the Department give full consideration of these 
comments. 


Respectfully submitted, 

NEW JERSEY BOARD OF PUBLIC GURBIR S. GREWAL 

UTILITIES ATTORNEY GENERAL OF NEW JERSEY 

By: /s/Cynthia L. M. Holland By: /s/ Timothy R. Oberleiton 

Cynthia L. M. Holland Timothy R. Oberleiton 

New Jersey Board of Public Utilities Carolyn A. McIntosh 

44 South Clinton Ave. Alex Moreau 

Trenton, NJ 08609 Deputy Attorneys General 

(609) 292-1629 Department of Law and Public Safety 

cvnthia.holland@bpu.ni. gov Division of Law 

P.O. Box 45029 
Newark, NJ 07101 
(973) 648-3441 

timothv.oberleiton@law.nioag.gov 

carolvn.mcintosh@law.nioag.gov 

alex.moreau@law.nioag.gov 

DATED: April 6, 2018 


Id. 
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CERTIFICATE OF SERVICE 


I hereby eertify that I have on this 6* day April, 2018, served via eleetronic 

97 

transmission, the foregoing upon each person designated on the official service list 
compiled by the Secretary in this proceeding. 


/s/ Timothy R. Oberleiton 

Timothy R. Oberleiton 

Deputy Attorney General 

New Jersey Office of the Attorney General 

Department of Law & Public Safety 

Division of Law 

124 Halsey Street, 5* Floor 

P.O. Box 45029 

Newark, New Jersey 07101 

(973) 648-3441 

timothv.oberleiton@law.nioag.gov 


DATED; April 6,2018 


While our offiee is not aware of an “offieial” DOE serviee list in this matter, we have created a 
list comprising the interested parties known at this time. 
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From; Gidnnetti, Gillian < 9 gianncni(^nrdc org> 

Sent Friday. April 06.2018 S;3S PM 

To: Secretary PerryWalker. BruceJereza, Catherine 

Cc Kennedy, KiCChen, Jennifermpanffl^edf.orq 

Subject: Motion to Intervenr. FirstEnergy Section 202(c) Request — EOF, NROC. and SFP 

Attachments: Motion to Intervene ot EOF, NROC, and SFP 04U62018.pdf 


Secretary Perry. Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

Please find the attached Motion to Intervene of Environmental Defense Fund, Natural Resources Defense Council, and 
Sustainabla FERC Project m FirstEnergy's emergency request pursuant to Section 202(c) of the Federal Power Act. 

Thank you and have a lovely weekend, 

Gillian it Giannetti 


QlLliAh R GIAHflETTI. ESQ 
Stc^0 Attorutf/ 


NATURAL RSSOURCeS OErCHSE COUNCIL 

list ISIH STRCEI NW. SUITE 300 
WASHINCrON OC TOflM 

Tzn /irssse 

aaiAHaLUiaHaiiv gAk 

NROC OR6 
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UNITED STATES OF AMERICA 
BEFORE THE DEPARTMENT OF ENERGY 


Request for Emergency Order Pursuant ) 

To Federal Power Act Section 202(c) By ) 

FirstEnergy Solutions Corp. ) DOE Docket No._ 

MOTION TO INTERVENE AND PROTEST OF ENVIRONMENTAL DEFENSE FUND, 
NATURAL RESOURCES DEFENSE COUNCIL, AND THE SUSTAINABLE FERC PROJECT 

Pursuant to Rules 211 and 214 of the Federal Energy Regulatory Commission’s (“FERC”) Rules 
of Practice and Procedure,' Environmental Defense Fund (“EDF”), Natural Resources Defense Council 
(“NRDC”), and Sustainable FERC Project (“SEP”) move to intervene in the above-captioned matter. 

I. BACKGROUND 

On March 28, 2018, FirstEnergy Solutions Corp. (“FES”) announced its plans to retire three 
nuclear generation facilities in 2020 or 2021 } The following day, FES filed a request for an emergency 
order with the United States Department of Energy (“DOE”)^ under Section 202(c) of the Federal Power 
Act."* FES requested that all merchant coal and nuclear generating units within PJM Interconnection 
(“PJM”) with at least 25 days of onsite fuel be provided non-market, cost-of-service rates and guaranteed 
profits for at least four years (the “Profit Guarantee Request”). On March 30, 2018, EDF and NRDC filed 
a letter with DOE urging DOE to reject FES’s Profit Guarantee Request.^ 

II. SERVICE OF DOCUMENTS 

EDF, NRDC, and SEP designate the following persons to receive service and all communications 
on their behalf regarding this proceeding: 


' 18C.F.R. §§ 385.211 and 385.214. 

^ News Release, FirstEnergy Solutions Files Deactivation Notice for Three Competitive Nuclear Generating Plants 
in Ohio and Pennsylvania, PRNewsWIRE (Mar. 28, 2018, 17:06 ET), https://www.pniewswire.com/news- 
releases/firstenergy-solutions-files-deactivation-notice-for-three-competitive-nuclear-generating-plants-in-ohio-and- 

pennsvlvania-300621346.html ; Letter from FES to the Honorable James Richard Perry (Mar. 29, 2018), at 8, 20 
(hereinafter “Profit Guarantee Request”). 

^ See generally Profit Guarantee Request. 

16U.S.C. § 824a(c)(l). 

^ Letter from EDF and NRDC to the Honorable Rick Perry, Assistant Secretary Bruce Walker, and Deputy Assistant 
Secretary Catherine Jereza (Mar. 30, 2018). 
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EPF 

Michael Panfil 
Senior Attorney, Director of 
Federal Energy Policy 
Environmental Defense Fund 
1875 Connecticut Avenue, NW 
Washington, DC 20009 
mpanfil@edforg 

Sustainable FERC Project _ 

Jeimifer Chen 
Attorney 

Natural Resources Defense Council 
1152 15* Street, NW, Suite 300 
Washington, DC 20005 
202-289-2399 
ichen@nrdc.org 


NRDC 

Katherine Kennedy 

Senior Director, Climate & Clean Energy 

Natural Resources Defense Council 

40 W. 20* Street 

New York, NY 10011 

212-727-4637 

kkennedv@nrdc.org 


Gillian Giannetti 
Attorney 

Natural Resources Defense Council 
1152 15* Street, NW, Suite 300 
Washington, DC 20005 
202-717-8350 
ggiannetti@nrdc.org 


III. MOTION TO INTERVENE 

EDF, NRDC, and SFP move to intervene in the above-captioned matter because this proceeding 
will directly impact the core missions of EDF, NRDC, SFP, and their members. Specifically, EDF is a 
national non-profit membership organization engaged in linking science, economics, and law to create 
innovative, equitable, and cost-effective solutions to society’s most urgent environmental problems. With 
over 2 million members and engaged participants nationwide, including within PJM, EDF has been an 
active environmental and energy advocate since 1967. NRDC is a national non-profit membership 
organization with more than 3 million members and engaged community participants, including within 
PJM. NRDC is committed to the preservation and protection of the environment, public health, and 
natural resources. To this end, NRDC is actively involved in advancing cost-effective environmental 
solutions that reduce greenhouse gas emissions and other dangerous form s of air pollution and accelerate 
the deployment of energy efficiency and renewable energy. EDF and NRDC regularly engage on issues 
relating to reliability, resilience, and markets for electric energy, capacity, and ancillary services, 
including through proceedings before FERC, the North American Electric Reliability Corporation 
(“NERC”), DOE, Regional Transmission Organizations (“RTOs”), and state regulatory authorities. 
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among others. EDF and NRDC support electric regulatory priorities that provide robust reliability and 
resilience in a manner that facilitates the integration of clean energy and is affordable to customers. 

SFP is an education and advocacy initiative that represents a consortium of national and regional 
environmental, consumer, and energy policy non-governmental organizations with members throughout 
the United States, including within PJM. SFP focuses on accelerating the deployment of renewable 
energy and demand-side resources by advocating cost-effective electric regulatory policies that remove 
barriers for these resources and ensure more just and reasonable rates. SFP has participated in stakeholder 
discussions involving resilience and reliability at FFRC, DOF, and RTOs, among others. 

FFS's proposal would undermine the achievement of FDF’s, NRDC’s, and SFP’s core missions. 
Fach organization’s membership would be harmed by the monetary, environmental, and public health 
impacts of the Profit Guarantee Request. FDF, NRDC, and SFP are not now, nor will they be, adequately 
represented by any other party in these proceedings. Accordingly, under Rule 214, FDF, NRDC, and SFP 
have a significant and direct interest in this proceeding and the interventions are in the public interest. 
Thus, FDF, NRDC, and SFP move to intervene under Rule 214. 

IV, STATEMENT OF OPPOSITION AND PROTEST 

Pursuant to Rule 214(b)(1), EDF, NRDC, and SFP strongly oppose FFS’s Profit Guarantee 
Request. The Profit Guarantee Request suffers from already examined and dismissed errors and 
fundamental deficiencies. Namely, the request: (1) is premised on legal flaws; (2) ignores prior and 
current FFRC activity and finding; (3) would impose enormous cost upon American homes and 
businesses without benefit; and (4) would undermine the competitive marketplace. EDF and NRDC 
incorporate by reference the arguments made in their March 30, 2018 letter.® EDF, NRDC, and SFP 
reserve the right to supplement this pleading to explain, in greater detail, why the Profit Guarantee 
Request is unlawful and should be rejected. 
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V, 


CONCLUSION 


For the foregoing reasons, EDF, NRDC, and SFP respectfully request that DOE grant this Motion 
to Intervene and make EDF, NRDC, SFP parties in the above-captioned proceeding, with all rights 
attendant thereto, and that DOE reject FES’s Profit Guarantee Request. 


Respectfully submitted, 

/s/ Michael Panfil 

Michael Panfil 

Senior Attorney, Director of Federal Energy Policy 

Environmental Defense Fund 

1875 Connecticut Avenue, NW 

Washington, DC 20009 

T 202-572-3280 

mpanFil@edforg 

/s/ Katherine Kennedy 

Katherine Kennedy 

Senior Director, Climate & Clean Energy 
Natural Resources Defense Council 
40 W. 20th Street 
New York, NY 10011 
T 212-727-4637 
kkennedv@nrdc.org 


/s/ Jennifer Chen 

Jennifer Chen 
Attorney 

/s/ Gillian Giannetti 

Gillian Giannetti 
Attorney 

Sustainable FERC Project 
Natural Resources Defense Council 
1152 15* Street, NW, Suite 300 
Washington, DC 20005 
T 202-278-2399 
T 202-717-8350 
jchen@nrdc.org 
ggiannetti@nrdc. or g 
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CERTIFICATE OF SERVICE 


1 hereby certify that, to the best of my knowledge, 1 have this 6* day of April 2018 served the 
foregoing upon each person designated on the service list compiled by the Secretary in this proceeding. 


/s/ Gillian Giannetti 
Gillian Giannetti 
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KemgwJC^Je^CONTO) 


From: 

S«nt: 

To: 

Subject 


lotto, Adficnnc 

Mondiy. April 09. 2018 4:41 PM 
Walker. Btuce;HoHmart, Patrkia 
Senkx Executive Staff Anythktg eke? 


Senior Leadership Meeting 4/10/18 

1. Vacancy Control Form- Due April 27,2018 

2. PD Budget Snapshot- Tam 

3. Standing desks- 

4. Travel ^ 

5. Update on Technical Contract- Tern 

6. Update on deadlines to front office 

a. TPTA- Katie 

i. CEH Procedure- Julie Smith- meeting to be held April 9 with ISER comments and AML comments 

U. SmartCrid System Report- Joe Palladino- due April 16, 2018 
ill. Net Metering Letter- 0. Meyer- due April 13, 2018 

hr. NOPR- Electric Export Authorization- Chris Lawrence- due April 2S 

V. 202(c| First Energy email- conference call for decision? 
vi. Congestion Study- update? 

vil. Presidential Permit - Julie Smith- due April 25 
viii. CEIt for COYOTE- Kathy K. and Katie 

b. Advanced Grid and Oevelopnvent- Passin 

I. Revised GMI and GMLC Charter- Adrienne and Michael Coe 

ii. Puerto Rico 

c. ISER- Devon 

I. Incident Response Plan to Cyber Security- Due April 11 

II. DCEI 

7. New Business 


Adrienne Lotto 

Chief of Staff for Assistant Secretary Bruce J. Walker 

Office of Electricity 

1000 Independence Avenue, SW 

Room 8H-033 

Washington, DC 20585 

Tel: (202) 586-1117 
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Kemper, Kyle (CONTR) 


From: John McCaffrey <jmccaffrey@publicpower.org> 

Sent: Monday, April 09, 2018 5:21 PM 

To: Secretary Perry;Walker, Bruce;Jereza, Catherine 

Cc: Delia Patterson;Jillian Allen;Elise Caplan;Jack Cashin Jr 

Subject: Motion to Intervene and Protest of the American Public Power Association Concerning 

Request of FirstEnergy Solutions Corp. for an Emergency Order under FPA Section 
202(c) 

Attachments: APPA Motion to Intervene and Protest Re FES.pdf 


Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

Attached is the Motion to Intervene and Protest of the American Public Power Association in response to the March 29, 
2018 request of FirstEnergy Solutions Corp., on behalf of certain of its subsidiaries, for an emergency order under section 
202(c) of the Federal Power 

Act. If there are any questions or concerns regarding this fding, please contact me at the number or email address listed 
below. 

John E. McCaffrey 
Regulatory Counsel 
jmccaffrey^publicpower.org 

Office: 202.467.2952 
Mobile: (b) (6) 

AMERICAN 

PUBLIC 

ASSOCIATION 
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AMERICAN 




2451 Crysla llhj,-i=' 


ASSOCrAT^ON 


!Xi S*0!iQ GC!r»™ 'yiniC>i‘' 


April 9, 2018 


Via Electronic Mail 

The Honorable James Richard Perry 
Secretary of Energy 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
the.secretary@hq.doe.gov 

Mr. Bruce Walker 

Assistant Secretary, DOE Office of Elec. Delivery & Energy Reliability 
Office of Electric Reliability and Energy Reliability 
U.S. Department of Energy 
1000 Independence Ave., S.W. 

Washington, DC 20585 
bruce.walker@hq.doe.gov 

Ms. Catherine Jereza 

Deputy Assistant Secretary 

Office of Electricity Delivery and Energy Reliability 

U.S. Department of Energy 

1000 Independence Ave., S.W. 

Washington, DC 20585 
catherine.jereza@hq.doe.gov 

RE: Motion to Intervene and Protest of the American Public Power Association 


Regarding Request of FirstEnergy Solutions Corp. for an Emergency Order 


Dear Secretary Perry, Assistant Secretary Walker, and Deputy Assistant Secretary Jereza: 

Enclosed is the Motion to Intervene and Protest of the American Public Power 
Association in response to the March 29, 2018 request of FirstEnergy Solutions Corp., on behalf 
of certain of its subsidiaries, for an emergency order under section 202(c) of the Federal Power 


Act. 


If there are any questions or concerns regarding this filing, please contact me at the 
number listed above or by email atjmccaffrey@publicpower.org. 

Respectfully submitted, 

/s/ John E. McCaffrey 

John E. McCaffrey 
Regulatory Counsel 


www.PublicPower.org #PublicPower 2 


UNITED STATES OF AMERICA 
BEFORE THE 

DEPARTMENT OF ENERGY 


Request for Emergeney Order Pursuant ) 

to Federal Power Aet Seetion 202(e) by ) DOE Doeket No._ 

FirstEnergy Solutions Corp. ) 

MOTION TO INTERVENE AND PROTEST OF 
THE AMERICAN PUBLIC POWER ASSOCIATION 

Pursuant to Rules 212, 214, and 211 of the Rules of Praetiee and Proeedure of the Federal 

Energy Regulatory Commission (“FERC”), ^ the Ameriean Publie Power Assoeiation (“APPA”) 

hereby moves to intervene in the above-eaptioned U.S. Department of Energy (“Department”) 

proeeeding and protests the Mareh 29, 2018 request (“Request”) of FirstEnergy Solutions Corp., 

on behalf of eertain of its subsidiaries (eolleetively, “FirstEnergy”), that the Seeretary of Energy 

(“Seeretary”) issue an emergeney order under seetion 202(o) of the Federal Power Aet (“FPA”).^ 

APPA urges the Seeretary to deny FirstEnergy’s unjustified request for an emergeney 

order requiring PJM Intereonneetion, L.L.C. (“PJM”), and, by extension, the eleetrieity 

eonsumers in the PJM region, to provide “full eost reeovery” for eertain merehant generating 

plants in PJM. FirstEnergy has neither demonstrated the existenee of an emergeney that would 

support aetion by the Seeretary under FPA seetion 202(o), nor shown that its requested relief is 

reasonable. 


' 18 C.F.R. §§ 385.212, 385.214, and 385.211 (2017). The Department has pointed to FERC’s procedural rules 
where the Department’s regulations at 10 C.F.R. § 205.370, et. seq., are silent. See, e.g., DOE Answer to Procedural 
Questions Concerning Rehearing of DOE Order, District of Columbia Public Service Commission, Docket No. EO- 
05-01 (December 30, 2005) at 2. 

2 16 U.S.C. § 824a(c). 



I. DESCRIPTION OF FIRSTENERGY’S REQUEST 

FirstEnergy claims that an emergency condition exists in the PJM region due to recent 
and imminent retirements of nuclear and coal-fired generating units. ^ According to FirstEnergy, 
these plant retirements threaten generation diversity, reliability, resilience, and electric security 
in PJM."^ To address this alleged emergency, FirstEnergy asks the Secretary to issue a section 
202(c) emergency order: (1) directing certain existing nuclear and coal-fired generators in PJM 
to enter into contracts with PJM “to generate, deliver, interchange, and transmit electric energy, 
capacity, and ancillary services to maintain fuel diversity and grid dependability and resiliency 
within the PJM region;”^ and (2) directing PJM to pay these merchant generating units “just and 
reasonable cost-based rates that provide for full cost recovery consistent with ratemaking 
standards and principles or as otherwise necessary to ensure continued operations.”^ As 
proposed in the Request, relief would extend to all eligible plants in PJM, not just those owned 
and operated by FirstEnergy.^ 

FirstEnergy asks the Secretary to issue an emergency order immediately.^ And “[i]f PJM 
and the owners are unable to agree to the contractual terms within fifteen (15) days of the 
issuance of the order,” FirstEnergy requests “that the Secretary step in and determine the just and 


^ See Request at 16. 

^ See id. at 22. 

^ Id. at 31. 

® Id. The Request (at 30) defines eligible plants as follows: 

[NJuelear and eoal-fired generators loeated within the PJM footprint that have a supply of fuel on¬ 
site suffieient to allow twenty-five (25) days of operation at full output, that are substantially 
eompliant with all applieable federal, state, and loeal environmental laws and regulations, and that 
do not reeover any of their eapital or operating eosts through rates regulated by a duly authorized 
state regulatory authority, munieipal government, or energy eooperative. 

’ Id. at 27-28. 

** Id. at 27. 


2 



reasonable eompensation and eonditions.”^ FirstEnergy proposes that the emergeney order 
remain in plaee for four years, “or until the Seeretary determines that the emergeney has eeased 
to exist beeause the P JM markets have been fixed to properly eompensate these units for the 
resilieney and reliability benefits that they provide, whiehever is later.” 

II, MOTION TO INTERVENE 

APPA is the national serviee organization representing the interests of not-for-profit, 
state, munieipal and other loeally owned eleetrie utilities throughout the United States. More 
than 2,000 publie power utilities provide over 15 pereent of all kWh sales to ultimate eustomers 
and to businesses in every state exeept Hawaii. APPA utility members’ primary goal is 
providing eustomers in the eommunities they serve with reliable eleetrie power and energy at the 
lowest reasonable eost, eonsistent with good environmental stewardship. This orientation aligns 
the interests of APPA-member eleetrie utilities with the long-term interests of the residents and 
businesses in their eommunities. Colleetively, publie power systems serve over 49 million 
people. 

APPA has utility members within the PJM region that may be direetly affeeted by any 
aetion taken by the Seeretary on FirstEnergy’s Request. Further, the Seeretary’s aetions in this 
matter eould potentially have broader implieations for the regulation of wholesale eleetrieity 
markets in the United States, and APPA wishes to intervene to represent the interests of its 
members on sueh issues. For these reasons, the partieipation of APPA in this proeeeding is 
eonsistent with the publie interest, and APPA moves for leave to intervene as a party. 

APPA respeetfully requests that eommunieations regarding this proeeeding be direeted to 


Id. at 31-32. 
'“W. 32. 
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the following individuals: 


Delia Patterson John E. MeCaffrey 

Senior Viee President, Advoeaey & Regulatory Counsel 

Communieations and General Counsel Ameriean Publie Power Assoeiation 
Ameriean Publie Power Assoeiation 2451 Crystal Drive 

2451 Crystal Drive Suite 1000 

Suite 1000 Arlington, VA 22202 

Arlington, VA 22202 (202) 467-2900 

(202) 467-2900 jmooaffrey@publiopower.org 

dpatterson@publiopower.org 

III, PROTEST 

FirstEnergy has not demonstrated the existenoe of an emergenoy within the meaning of 
FPA seotion 202(o), and APPA urges the Seoretary to deny the Request. The orux of 
FirstEnergy’s olaim that an emergenoy exists is that retiring merohant ooal and nuolear plants 
oontinue to be neoessary for the reliable and resilient operation of the grid in the PJM region, 
whioh would otherwise be overly dependent on natural gas-fired plants and other forms of 
generation that laok fuel seourity.'' FirstEnergy oontends that FERC and PJM have not done 
enough to prevent ooal and nuolear plant retirements,^^ arguing, in partioular, that PJM markets 
do not adequately oompensate the reliability and resilienoy benefits of traditional baseload units 
with seoure fuel supplies.'^ FirstEnergy’s general olaims oonoeming the potential adverse 
impaots of ooal and nuolear plant retirements in PJM do not establish the existenoe of an 
emergenoy within the meaning of seotion 202(o), let alone one that would justify imposing oost- 
of-servioe payments for merohant plants on oonsumers in PJM for at least a four-year period. 

Seotion 202(o) provides a narrow and limited meohanism for the Seoretary “to require 
temporary oonneotions of faoilities and suoh generation, delivery, interohange, or transmission of 


" See generally id. at 16-24. 
See id. at 8-12. 

See id. 
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electric energy” during emergencies.^"^ Neither section 202(c) nor the Department’s 
implementing regulations contemplate broad, protracted intervention in wholesale energy 
markets, and the Secretary’s emergency authority simply cannot be invoked based on claims that 
plant retirement trends and over-reliance on a particular type of generation may pose reliability 
challenges some years in the future. The D.C. Circuit has specifically observed that FPA section 
202(c) is not a means to secure one particular type of resource during periods of system surplus; 
rather, the provision “speaks of ‘temporary’ emergencies, epitomized by wartime disturbances, 
and is aimed at situations in which demand for electricity exceeds supply and not at those in 
which supply is adequate but a means of fueling its production is in disfavor.”'^ Consistent with 
this narrow interpretation of the statute, the Department’s regulations specify that “[ajctions 
under [FPA section 202(c)] authority are envisioned as meeting a specific inadequate power 
supply situation 

Moreover, FirstEnergy’s claimed “emergency” is, at bottom, based on economics; 
FirstEnergy contends that merchant coal-fired and nuclear plants in PJM are inadequately 
compensated for the reliability and resilience benefits they provide. The Department’s 
regulations specifically state, however, that “[sjituations where a shortage of electric energy is 
projected due solely to the failure of parties to agree to terms, conditions or other economic 
factors relating to service, generally will not be considered as emergencies unless the inability to 


16U.S.C. § 824a(c). 

Richmond Power & Light Co. v. FERC, 574 F.2d 610, 615 (D.C. Cir. 1978) (footnote omitted). 

10 C.F.R. § 205.371 (emphasis added). 

See, e.g., Request at 3 (arguing that “[t]he very diversity of supply that baseload nuclear and coal-fired units 
provide is being lost more and more each day as more and more of these plants retire because their fuel security and 
resiliency are not properly recognized and valued by the current administrative market rules.”); see also id. at 32 
(indicating that the emergency would “cease[] to exist [once] the PJM markets have been fixed to properly 
compensate these units for the resiliency and reliability benefits that they provide”). 
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supply electric service is imminent.”^^ FirstEnergy’s Request cites plant retirements that may 
occur “in the next several years,which does not demonstrate an “imminent” inability to 
supply electric service in PJM that could possibly justify characterizing the situation in PJM as 
an “emergency” within the meaning of FPA section 202(c). 

While FirstEnergy claims that PJM is facing an “impending crisis,the evidence cited 
in the Request does not establish that retirement of coal and nuclear electric generation resources 
in the PJM region presents an immediate reliability threat justifying sweeping action under FPA 
section 202(c). In a March 30, 2018 letter to the Secretary responding to FirstEnergy’s Request, 
PJM “state[d] without reservation [that] there is no immediate threat to system reliability.”^^ 
PJM emphasized that plant retirements in the region are subject to review by PJM, which has “a 
range of tools available” to address any identified resource adequacy or reliability problems 
associated with plant retirements, including “offering full cost of service compensation ... to 
induce assets to remain temporarily on-line. 

Importantly, most of the same arguments FirstEnergy raises in its Request were 
considered by FERC in response to the Secretary’s proposed grid resiliency pricing rule,^"^ and 
FERC found that requiring full cost recovery for fuel-secure merchant generating facilities was 


10 C.F.R. § 205.371 (emphasis added). 

Request at 20. 

In addition to the discussion above, APPA endorses the legal analysis of the PJM Consumer Representatives in 
this proceeding showing the narrow and limited scope of FPA section 202(c), and its inapplicability to the factual 
circumstances described by FirstEnergy. See Protest of the PJM Consumer Representatives to the Emergency Order 
Request of FirstEnergy Solutions Corp. at 4-13 (April 5, 2018). 

Request at 26. 

PJM Response at 1. 

2^* Grid Resiliency Pricing Rule, 82 Fed. Reg. 46,940 (Oct. 10, 2017). 
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not justified.^^ FERC’s January 8 Order on the Seeretary’s proposed rule noted that FirstEnergy 
and other eommenters “allege[d] grid resilienee or reliability issues due to potential retirements 
of partieular resourees,”^^ but the Commission found “that these assertions do not demonstrate 
the unjustness or unreasonableness of the existing RTO/ISO tariffs.FERC prudently 
instituted proeeedings to further analyze and address the issues raised by the Seeretary’s 
proposed rule,^^ and those proeeedings are ongoing, as FirstEnergy aeknowledges.^^ FirstEnergy 
did not seek rehearing of FERC’s January 8 Order, and it is inappropriate for FirstEnergy to seek 
essentially the same relief from the Seeretary that FERC, applying its exelusive jurisdietion over 
the rates, terms, and eonditions of wholesale sales of eleetrieity, found to be unjustified. 

Even if the Seeretary were inelined to agree that the potential retirement of eoal and 
nuelear plants in PJM is eause for eoneem, the relief requested by EirstEnergy is not reasonable. 
EirstEnergy asks the Seeretary to require PJM and all eligible merehant generators to enter into 
full eost-of-serviee eontraets (the eost of whieh would be passed on to eonsumers in the PJM 
region) without any showing that any partieular resouree is eritieal to reliability or resilienee in 


See Grid Reliability and Resilience Pricing, 162 FERC ^ 61,012 at PP 14-15 (Jan. 8, 2018) (“January 8 Order”). 
Id. at P 15 (footnote omitted). 

^Ud. 

2* Id. at PP 17-20. 

Request at 9-10. One piece of evidence cited by FirstEnergy that was not considered by FERC in its January 8 
Order is the recent study by the Department’s National Energy Technology Laboratory (“NETL”) concerning the 
performance of coal and nuclear plants during the extreme cold weather in late 2017 and early 2018. See Request at 
4. Evidence that coal and nuclear plants currently contribute to resource adequacy and reliability in the PJM region, 
however, does not establish that the potential retirement of some of these plants creates an emergency situation in 
PJM. Moreover, the PJM Consumer Representatives and other eommenters in this proceeding have questioned the 
validity and significance of the NETL study’s conclusions. See PJM Consumer Representatives Protest at 25-28; 
March 30, 2018 Letter from Sierra Club at 12-15; March 20, 2018 Letter of Environmental Defense Fund and the 
Natural Resources Defense Council at 6-7. 

As the PJM Consumer Representatives note, the Department of Energy Organization Act provides that “[t]he 
decision of [FERC] involving any function within its jurisdiction . . . shall not be subject to further review by the 
Secretary or any officer or employee of the Department.” 42 U.S.C. § 7172(g). 
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PJM?' There is also a fundamental diseonneet between the alleged problem identified by 
FirstEnergy and its proposed solution. As noted above, FirstEnergy’s “emergeney” argument 
boils down to a elaim that eoal and nuelear plants in PJM reeeive inadequate revenues and will 
retire in large numbers. Yet eligibility for EirstEnergy’s proposed emergeney relief does not 
require a showing that a plant is not eurrently reeovering its eosts, or that the plant would retire 
but for the opportunity to exeeute a long-term, eost-of-serviee eontraet with PJM. Eurther, the 
PJM Tariff already provides a proeess for PJM to review the reliability impaets of generator 
retirements, and PJM has tools to avoid adverse impaets, ineluding offering eost-based 
eompensation to ineent plants to stay in serviee. EirstEnergy also never explains why four years 
would be an appropriate term for an emergeney order to remain in effeet. The eosts to 
eonsumers in the PJM region eould be enormous if the Seeretary were to implement the 
requested emergeney relief, and EirstEnergy has not shown that its proposed relief is reasonably 
tailored to addressing the issues that EirstEnergy identifies. 

APPA wishes to emphasize that it is not dismissing the broader eoneems underlying 
EirstEnergy’s Request. APPA agrees that fuel supply diversity enhanees system reliability and 
resilienee, and there is no dispute that existing eoal and nuelear plants eurrently make important 
eontributions to resouree adequaey in the PJM region. APPA also shares the eoneern that the 
organized markets operated by EERC-approved Regional Transmission Organizations (“RTOs”) 
and Independent System Operators (“ISOs”) have not proven to be well-suited to addressing fuel 


See Request at 27-28. FirstEnergy never specifies the grounds on which it claims standing to ask for an 
emergency order applicable to merchant coal and nuclear plants that are not owned by FirstEnergy. 

APPA also notes that FirstEnergy’s request that the Secretary, rather than FERC, determine the just and 
reasonable compensation for sales from eligible plants if PJM and the plants’ owners are unable to agree is directly 
contrary to the Department’s regulations. See 10 C.F.R. 205.376 (2017) (providing that “[i]n the event that the DOE 
determines that an emergency exists under section 202(c), and the ‘entities’ are unable to agree on the rates to be 
charged, the DOE shall prescribe the conditions of service and refer the rate issues to [FERC] for determination by 
that agency in accordance with its standards and procedures.”). 
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diversity objectives. These are important and complex issues that regulators, policymakers, and 
industry stakeholders must address, and are currently seeking to address, in FERC’s resilience 
proceeding, in individual RTO/ISO stakeholder processes, in North American Electric Reliability 
Corporation (“NERC”) proceedings, and elsewhere. APPA strongly disputes the notion, 
however, that drastic intervention in the markets using the Secretary’s EPA section 202(c) 
emergency authority is an appropriate solution to these concerns in the PJM region. 

IV. CONCLUSION 

APPA submits that its participation in this proceeding is in the public interest and 
respectfully asks that its motion to intervene be granted. Eurther, for the reasons set forth herein, 
the Secretary should deny FirstEnergy’s request for an emergency order under section 202(c) of 
the FPA. 
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